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Every trout in the Nation 
is in danger of his life 


LARD can was the best for worms 
A it had a wire handle. In the cool 
morning dark you would tiptoe downstairs 
(watch out for the creaky step!) and into 
the kitchen, where Captain’s tail would 
be thumping a welcome behind the stove. 

Then out, fish pole on your shoulder, 
and through the field of clover, the fresh 
dew cold on your bare legs. The trotting 
Captain snuffled his way through the 
brush; overhead somewhere a woodpecker 
hammered in the old apple tree. On you 
went, up the white dusty road. All the 
roads were dusty in those days, back at 
the turn of the century. 

In the first pink streaks of dawn you 
were moving quietly upstream. With an 
artist’s wrist you dropped your worm 
gently into the water—it drifted lightly) 
for a few seconds of tension; one, two 
—strike! And out of the cold pool, drip- 
ping pearls and kicking, jumped the silver 
trout, fighting the solid-set hook. 

If you were born near a fish-filled 
stream, or on the seacoast, fifty-odd years 
ago, you could have a wonderful time. 
If not, you could only read about fishing 
—unless you were very rich. Only the 
very wealthiest American sportsmen could 
afford to travel to the great trout streams 
of the nation. 

The change came in a series of small 
explosions, so small that only a few 
people heard them: the sputtering in the 
cylinders of Henry Ford’s first handmade 
horseless carriage. 


Se. Se 


WALKING FROM THE FISHING-HOLE fifty years 


ago, a boy and his dog might find hopping 
robins es their only companions. 


The automobiles made the roads, and 
the roads made for prosperity and for 
more leisure for everyone. But the Ameri- 
can Road goes beyond fishing-holes—it 
stretches on for more than 3,322,000 
miles, and for it the Ford Motor Company 
has built more than 36,000,000 cars. In 
terms of social significance, the American 


Road is the most important communi 
cations network ever developed. And it 
must keep growing, for this road is more 
than concrete—it symbolizes the endless 
American drive toward a better life. 

Ford Motor Company believes the 
American Road leads true as a surveyor’s 
sight toward peace and progress. 


Ford Motor Company 


FORD « LINCOLN « 


A TROUT-STREAM IS A KIND OF HEAVEN to a true fisherman. His wants are few but positive: 
a book of his favorite flies, enough room to cast a line, hard-fighting fish—and never another 
fisherman in sight. 


MERCURY CARS © FORD TRUCKS AND TRACTORS 
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championship 
matches are won with 
Victor “IMPERIAL” 
Genuine Gut than with 


any other tennis string. 


For the keen thrill 


of winning, play a 


DAVIS Frame strung with 
Victor 


"IMPERIAL’. 


Vier Ro IMR ErRs 


Victor IMPERIAL and ROYAL 
are name branded 
on every length 


GENUINE GUT AT ITS BEST! 


Victor IMPERIAL ¢ Victor ROYAL 
Victor SUPERB e« Victor RENOWN 


Pro-fected Nylon ff OS fi 
Monofilament Nylon V4, 4 ’ TENNIS RACKETS 


Multi-ply Nylon 
KINGS OF THE COURT 


Davis IMPERIAL 
Davis BLACK STREAK © Davis SILVER STREAK 
Davis WILSHIRE * Davis PROFESSIONAL 
Davis HI-POINT « Davis JET 


VICTOR SPORTS Incorporated * 5115 S. Millard Ave. © Chicago 32, Ill. 
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Letters To 





The Editor 





[ was pleasantly surprised when 
my ; mother wrote me and told me of your 
kind offer to send me WORLD TENNIS 
while I am in the U.S. Army. I think 
you have an excellent magazine and | 
really look forward to reading it. 

I am looking forward to the coming 
summer, as Bob Perry will be at Fort 
Lewis for six weeks R.O.T.C. summer 
training in the latter part of June. This 
will be quite convenient for Bob (and 
UCLA) as the N.C.A.A. tennis cham- 
pionships are being held at the Uni- 
versity of Washington, which is only 
45 miles from Fort Lewis. 

The post tennis tournament will be 
held from July 5th-9th and the 6th Army 
Area Tennis Tournament will be held 
at Fort Lewis from July 27th-30th. I 
hope to have a chance to see a little 
action. I have been playing on Sundays 
at the Tacoma Lawn Tennis Club in 
Tacoma. 

2nd Lt. Keith Self 
Ft. Lewis, Washington 
* * * 

I found Art Larsen’s article on Aus- 
tralia from your March issue most amus- 
ing. So humorously written was this 
slam, that even oe pine readers in my 





SUBSCRIPTION ORDER 
FORM 


WORLD TENNIS 


Box 3. Gracie Station New York. N. Y. 


Please enter a subscription to WORLD 


TENNIS in my name as checked below: 


(0 One year $3.00 [J Two years $5.00 
(J Three years $7.00 (Please add $1 per 
year for subscriptions outside U. S., Canada, 


Mexico, Central and South America.) 


I enclose $ [) Bill me later. 





crowd appreciated it. Let’s have more 
articles by Art Prank as he requested 
in an earlier issue. 
Fred Kester 
Wichita Falls, 


* * * 


Tex. 


. Keep up the work on that won- 
derful magazine—it’s GREAT! 
Tony Trabert 
Cincinnati, Ohio 


* * * 


. . . Texas is very much the favorite 
in the Southwest Conference, as you 
might have guessed. Johnny Hernandez 
is playing very well. He has beaten 
Sammy (Giammalva) several times in 
practice. Tommy Springer is a world 
beater on certain days. He and Johnny 
make a terrific doubles combination. 
Snyder and Bowes are also good but 
| don’t have enough college experience. 

I am sure that they will develop into 

good players by the end of the season. 
| Texas’ chief opposition will probably 
come from S.M.U. 

Dick Savitt has been terrific. He al- 
ways plays the whole weekend with us 
when we come in. 

Keep up your great work on WORLD 


TENNIS. You can’t imagine how much 
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is published monthly 
Central and South America 


we enjoy it down here. You even 
John Scofield raving about it! 
Charles Russo 
Austin, Texas 
xt tt * 

I think your coverage of tournam 
is excellent but with the intercolleg) 
season approaching don’t you feel) 
would be appropriate to give this fj 
more attention? 

Perhaps you could devote a few pa 
each month to one particular section) 
the country. I know the competition 
the “Ivy League” should be partic 
keen this season. Princeton and Yaleg 
very strong and Harvard and Co 
aren't too far behind. 

Joel Hasen 
New York City, N. Y. 
% * % 

... Those of us in Portland who} 
read your magazine are quite enthusi 
tic over your efforts. : 

Samuel Lee 

Pacific Northwest 

Lawn Tennis Assoc. 
a * x 

I want to take this opportunity to 
you how very much I enjoy your m 
azine, WORLD TENNIS. I have h 
a subscriber for several months no 
and I feel that by reading your 
zine that I am certainly better inform 
on the tennis happenings around 
world. I enjoyed reading your article 
this month’s issue of the magazine, @ 
titled “Tennis in Australia.” 

I am wondering why you have 
reporter from Northern California ¢ 
your staff except Art Larsen. I feel tht 
someone should keep you informed ¢ 
the events in this area. 

Keep up the good work in publishif 
your excellent magazine, and I re 
yours for bigger and better tennis. 7 

Ted Stainback 
San Leandro, Calif. 


* * * 


.. I’m a rabid tennis fan as I p 
tically live, eat and breath tennis. I dri 
my coach crazy with all my tennis t 
I have been elected the Captain of oft 
school’s tennis varsity, an honor which 
I have worked for seven years. 

My great idol is Tony Trabert. To me 
he’s a combination of Joe College, the 
All-American boy and an outstanding 
athlete. 

Martin A, Bennett 
Lakemont, N. Y. 





at 316 East 61st Street, N. Y. C. 


the act of March 3, 1879. Printed in U. S. A. 


by WORLD TENNIS, INC. Subscription price United 
a, three dollars per year. For all other foreign countries add $1.00 per year. 


Re-entered as second class matte! 





May, 1954fWorld 





CHAMPIONSHIP 
TENNIS BALLS 


‘ 


ou ame \ PS 


a . 


TAKE /T FROM VINNIE RICHARDS 


“OAS LA. 


Vo Betton 


WITH 


DUNLOP 


TENNIS EQUIPMENT” 


Buy the best in tennis equipment and youll do your 
best on the courts. 

Whether it be rackets, presses, balls or frames, if it 
bears the name DUNLOP it represents the ultimate 
in quality. 

The complete line of Dunlop tennis equipment is 
designed for one purpose—to improve your play. 


Try it and see for yourself. 





DUNLOP TIRE AND RUBBER CORPORATION 


SPORTS DIVISION 


500 FIFTH AVENUE, NEW YORK CITY 36 
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TENNIS COURT 
CONSTRUCTION 


FAST DRYING COURTS 
2 
ALL-WEATHER 
COURTS 
PLATFORM COURTS 


Tennis Courts, Ine. 
101 Park Avenue 
NEW YORK 17, N. Y. 


NO-UPKEEP 


Resurfacing 
MATERIAL EQUIPMENT 


Nothing contributes more to the 
enjoyment of tennis than a first class 
court. 




















“DOC” WEBB 


Cordially Invites 


ALL TENNIS 
PLAYERS AND 
TENNIS ENTHUSIASTS 


To Visit 
FABULOUS 


WEBBS CITY 


When In Florida 

















| would like to congratulate you on 
your article “How Much Should Drives 
Clear the Net,” by Don Klotz. I am just 
an average player who has heard many 
of the “How to Play Tennis” rumors. 
With more of these well-written and well- 
pointed articles in your magazine, you 
are making better tennis players of your 
readers and developing more intelligent 
spectators at the same time. 
Benson Gearhart 
Hollywood, Fla. 


¥ v + 


Just a personal comment: The article 
“The Art of Winning” by Gardnar Mul- 
loy in the April issue of WORLD TEN- 
NIS was great, It was simple, interest- 
ing, down to earth—the kind that makes 
people think. You don’t see many like 
it. 

Ward E. Smith 
Kerrville, Texas 


we Sty 


. . » My son is terribly disappointed 
at the small space squash gets in your 
magazine. Can’t you cover it a little 
more? 

Mrs. Robert M. Dewey 
Darien, Conn. 


* = 


... While I know you welcome sug- 
gestions, it’s pretty hard to find any- 
thing to be critical about in the material 
WORLD TENNIS is presenting. I surely 
feel you are to be congratulated on the 
present set-up, and know you are meet- 
ing with well-deserved success. More 
power to you! 

Howard Ackerman 
Middle States Lawn 
Tennis Association 


% * % 


I read with interest the article by Jack 
Tuero entitled “I Played Doubles with 
Billy Talbert.” 

I would like to know if there is a 
book available on Platform Tennis that 
gives court dimensions and rules. 

We thoroughly enjoy WORLD TEN- 
NIS, and read it from cover to cover 
each month. We are so glad that it is 
once again a TENNIS magazine. Keep 
up the good words. 

Mrs. Cary W. Gee 
Richmond, Va. 

The book requested is available by 
writing to Tennis Courts, Inc., 101 Park 
Avenue, New York City. 


” * 


1954 will be the fifty-fifth year of 
Davis Cup competition. About thirty 
nations from every corner of the globe 
will compete for this coveted prize. The 
Davis Cup tournament is perhaps the 


most colorful sporting event in the world, 
Every competing nation will have its 
best players in the draw. Millions of 
tennis fans await this huge event. Even 
those sport enthusiasts who don’t play 
our wonderful game look forward to 
the Davis Cup matches. 

Let’s suggest a Davis Cup stamp to 
our Post Office Department in Washing. 
ton. This international good will event 
certainly deserves this honored place 
among our postage stamps. 

Sport stamps are not new to the 
United States. In 1932 we issued three 
stamps to commemorate the Oly; 
Games of that year. In 1939 the Post 
Office issued a three cent stamp ip 
commemoration of the centennial of 
Baseball. Sport stamps certainly are not 
new to other countries. Over thirty na- 
tions at present have stamps that glorify 
practically every sport and game. Ten. 
nis stamps have been issued by Russia, 
Japan, Colombia, Ecuador, Guatemala, 
Nicaragua, and the Philippine Islands. 
The only major sport that has never been 
portrayed on a postage stamp is GOLF! 
Let us not be the first nation to havea 
golf stamp but let us be another nation 
with a tennis stamp for tennis! 

Walter Debany 
Tuckahoe, N. Y. 
% *% * 

. . . If there were farm systems in 
tennis like there are in baseball, we 
would be far beyond the Aussies in de- 
velopment. Let’s get that Cup back over 
here. What's the matter with us? 


Jack Lowe 
Charlotte, N. C. 


I have been reading with increasing 
consternation your recent comments, 
both pro and con, pertaining to Tony 
Trabert’s attitude and sportsmanship in 
Australia. 

During the Central California Cham- 
pionships, held here in Sacramento last 
year, we were honored by Tony’s pres- 
ence. In the last two days of the tourna- 


ment, Trabert was continually on the, 
court, playing twelve matches in all.’ 


After losing in the finals to Larsen, the 
tournament committee presented Tony 
with a trophy in recognition of his fine 
sportsmanship. This was acclaimed by 
a standing ovation of the gallery. 

Since Trabert’s appearance, tennis 
has taken an upswing here. We have 
several promising juniors and a good 
junior development program under the 
direction of Helen Gurley Wynne. We 
feel this increasing interest is due to 
Tony and his example shown here. We 
certainly accept his account of the Aus- 
tralian trip, and believe that the fault 
lies with a partisan Australian press. 

Good luck to your fine magazine. 

Don Hamilton 
Sacramento, California 
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When driving thru the West 


invites you to use the 
Champion Gasoline 
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One Hour Valet, Inc. 


804 Chamber of Commerce Bidg. 
Miami 32, Florida 
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ONE HOUR DRY CLEANING 
THREE HOUR LAUNDRY 


PLANTS IN: Miami, Fla. 

Atlanta, Ga. Nashville, Tenn. 
Cincinnati, O. Petersburg. Va. 
Columbus, Ga. Pittsburgh, Pa. 
Greensboro, N. C. Richmond, Va. 
Jacksonville, Fla. Roanoke, Va. 
Knoxville. Tenn. Raleigh, N. C. 
Lynchburg, Va. Scranton, Pa. 
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LETTERS TO THE EDITOR 


(Foreign Division) 





. . + In Praha the tennis season will 
be opening in a couple of weeks. Usu- 
ally we start playing outdoors about 
the 10th of April. But this year we had 
a very severe winter and there will be 
a little delay in start, 

Owing to my illness I did not play 
on Praha’s covered courts and new I 
and my two sons Paul and Peter (16 
and 12 years old) are preparing our 
tennis outfit for coming tennis season. . . 

Marcel Niederle 
Czechoslovakia 
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A pencil sketch of Gardnar Mulloy by 


| Czechoslovakian reader Marcel Niederle. 


We thank you so much for your 
kindness of sending us number 7. for 
December last year and your letter 


| some time ago. We like WORLD TEN- 


| NIS very much, However, most of us 


are not so clever in English, that we can 
read without dictionary. Personally I 
have enjoyed your magazine so much, so 
that I am thinking of subscription. 
Here in Rotebro we have a Tennis 
club with a good 100 members. We have 
two good red courts, of which number 
2 in 1945 was dedicated by top-hole 
Bob Madden and our pleasant good 
Swedish player Ake Eliaeson. 
Next time you come to Sweden, take 
a trip to Rotebro, only 2 Swedish miles 
from Stockholm. We will do our best to 
celebrate such a distinguished occasion. 
It would be a real honor for us, and 
we hope the occasion will come. 
Hans F. Hansson 
Rotebro, Sweden 


* * * 


... | read an article about the Japan- 
ese Davis Cup team and their traveling 
plans for this year in your February 


issue. This was the first J.L.T.A. plan 
for the Davis Cup players. It was 
abandoned for financial reasons. Nobody 
goes to Wimbledon this year. Th 
players have been limited to three—K, 
Kamo, A. Miyagi and one other along 
with Z. Shimizu. They will go to Mexico 
and the U.S., but if they lose their firg 
Cup competition against Mexico they 
will have to return to Japan immediately, 
It is very regrettable for us. 

I am now waiting for your March 
issue. It takes a long time to get WORLD 
TENNIS in Japan. I always enjoy it 
and eagerly await its arrival. 

Yasuo Kajima 
Tokyo, Japan 


* * * 


. . « Please be a little easier in your 
criticism of “down-under;” some of us 
have a fine regard for that country 
and its well-mannered tennis players. 


J. Markley, F.C.I1.1. 


Toronto, Ontario, Canada 


* * * 


. . . I think a pin-up photo and life 
history of a different tennis star each 
month would make excellent reading ... 

Mrs. P. K. Wheatley 
Cumberland, England 


* 7 - 


We have unusually warm days in 
March when it is rather cold for the 
blossom of cherry-tree and is the season 
of plum, so blossoms of both kinds are 
going to bloom out together. 

The ranking of lawn-tennis in Japan 
was decided and announced, referring 
to the National championship which was 
held last year, and to other tournaments. 

Singles of the Senior Men. Kosei 
Kamo, Jun Miyagi, Reijin Kamo, Mase 
nobu Kimura, Yajiro Shimizu, Yoshiro 
Yoshimura, Kenzo Uhara, Yasumine 
Kuramitsu, Takashi Hitomi,  Taizo 
Tanaka. 

Singles of the Senior Women. Yukiko 
Kamo, Reiko Miyagi, Sumiko Sakamoto, 
Toshiko Tada, Michiko Ban. 

Singles of the Old Boy. Haruo Hori- 
koshi, Yoshiro Ota, Tosuke Fujiu, Sue- 
katsu Kamouchi, Morinosuke Kawasaki. 

Masazo Lkeda 
Hyogoken, Japan 


* * * 


. . . I take this opportunity to com 
gratulate you on the presentation 
the contents of your magazine which 
makes it definitely the best of its kind 
in the world. 

Marcel Coen 
Alexandria, Egypt 
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COURT KING, 
circular vamp stvie, 
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reinforcing toe cap. 















No other tennis 
shoe performs shield 
| like Court Ming [fp cacson win: inpey co cour 


, @ Special Molded Arch Support, 
. \( slotted for extra flexibility. 








@ Shockproof Arch Cushions, 
Full Cushioned Insoles. 
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@ Firm Duo-Life Counter and 
Bind. 


\ @ Scientific Foot-Conforming 
Last. 








@ Full-breathing Duck Uppers, 
~— ventilating pull-proof eyelets. 
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COURT KING, 
lace-to-toe style, 
with high service 
toe guard, extra- 
thick heel cushion. 
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—BE SURE YOU GET COURT KING BY U. S. KEDS 
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in your racket 


HARDER SMASHES. Power core 
twisted from hundreds of individual 
strands gives high impact test... 
lasting resilience. 


BETTER CUT AND SPIN. Special- 
ly braided contact surface gives 
more effective “grip” on the ball. 


SHARPER CONTROL. Firmer 
“bite” makes for easier handling of 
returns. 


MOISTURE IMMUNE. Won't 
weaken or warp from the weather. 
Simplifies racket care. 


LASTING LIVELINESS. Armor 


cover withstands long, hard play. 


HIGH TENSILE STRENGTH. 
Allows tighter stringing...up to ten- 
sions of 60 Ibs. Stays taut and 
holds alignment. 


Gila besa. 


than any string of equal playing quality 


ASHAWAY PRO-FECTED BRAID : ASHAWAY MULTI-PLY BRAID 


(Ebony Spiral) (Green Cross) 
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Approximate Tournament 


Approximate Expert 
Stringing Cost $6.00 


Stringing Cost $5.00 


ASHAWAY Braided Racket Strings “Hoe oF THE cHamrions 
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Europe: GLORIA BUTLER British West Indies Cuba: ERIC WILLIAMS 


a _ BETTY ROSENQUEST PRATT 
\ Egypt: THOMAS CLARKE Mexico: FRANCISCO LONA Cover Photo 


\ Australia: JIM RUSSELL ‘ 
Scandinavia : 7 ee ae Shirley Fry (left) and Doris Hart 
WILLIAM LUFLER Ireland: J. A. DOWNEY New England: MIDGE BUCK (right) are shown with Conrad Hilton 
. , ae te at the Caribe Hilton Invitation Tourna- 
South Africa: SISSY LEACH ment in San Juan, Puerto Rico. This 
Texas: BOBBY WERTHEIMER 


tournament marked the official close of 
the “Sunshine Circuit” which included 

Middle Atlantic: Photography: 
Midwest: GRANT GOLDEN HAL BURROWS KENNETH HOWELL 


Florida. Jamaica, Colombia, Venezuela 
and Puerto Rico. Featured on the tour 
Photography, England and Europe: ARTHUR COLE of Le Roye Productions. 
Contributors : Bn ag ALLISON, J. JOUBERT, LAURA HAYWOOD, DOROTHY HEAD 


South America: 


California: FRANK SMITH 
L. M. WILLIAMS 


Southern: BOBBY PIATT 


were the top players from England, 
Scandinavia, Europe and the United 

Ss , Canadz 

NODE, ART LARSEN, HAM RICHARDSON, HUGH’ STEWART, BILLY | England, Renmark, Sweden. Canals 
TALBERT, DAVE FREED, TUT BARTZEN, GILBERT SHEA, BOB PERRY, . : 


States, including the No. 1 player in 
BUDGE PATTY, ANDREW STERN, MARTHA CASTLES. 
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Across 


Mr. 
D. C. 
Doris and family. 

Net rusher distinguished by his lum- 
bering gait. 

Bad news for the gate. 

School in Kentucky (initials). 

One of the Southern California 
Browns. 

An Englishwomen who 
U. S. Nationals (initials). 
Canadian. 

Old tennis apparel. 
The country’s No. 2 
Steals. 


Rumbough of Washington. 





won the 


2 player (poss.). 


Excuse for default. 

Pancho of Mexico City. 

Inquire. 

Herb Flam and Rod Williams. 
Location of Newport. 

Descriptive of Maureen Connolly 
(2 words). 

Marguerite Chesney's school. 
Former well-known Pacific Coast 
tennis star at Berkeley Tennis Club 
See 11 Across. 

Serving utensil. 


Down 


Tennis fan’s receipt. 
Medium for the latest 
championship. 
Page 1. 
Darlene of Southern California. 
Tennis magazine, now incorporated 
in WORLD TENNIS. 
He donated the Men’s 
trophy for the Good 
(initials). 

7. Offerings by Earl Cochell. 

9. Sylvia and family of Miami Beach. 

ll. First region to feel the American 
Twist. 

12. She played Puerto Rico. 

14. He works for Tex Feldman. 

15. Mr. Livingston and Mr. Edwards. 

17. Mr. Kerdasha. 

18. Don Budge’s rank in the war. 

19. Australian champ. 


national! 


Singles 
Neighhor 


The National Championships 
Set-up. 
Soft drink. 
Strong contender for the Davis € ‘up. 
Exe lamation. 
Kither. 

Answer on Page 65 


The Jumble Puzzle 
by Curtis L. Gibson 
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The object of the puzzle is to make as 
many last names as possible with the 
letters in the squares. This puzzle is 
limited to the names of girl tennis stars! 
There are at least 23 names hidden in 
the squares. 

Answer on Page 68 
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Wimbledon Predictions, 1954 


by NOEL BROWN 


The All England Championships 
played at Wimbledon, England, in June 
of this and every year, is unofficially 
termed the World’s Ohampionship. From 
all over the globe the best amateur tennis 
players come to represent their respec- 
tive countries, 

Predictions will be made by players, 
who obviously know all the weak and 
strong points of their opponents’ games; 
by sports writers, many of whom profess 
this same knowledge; by gamblers, who 
will conjure up winners from their coffee 
grounds, tea leaves, or glass balls: and 
by students of the game, who always 
have the answers. Fortunately for the 
London “bookies,” who give large odds 
against most players, it is tremendously 
dificult to pick one player over the field. 
My predictions are made from the view- 
point of a fallible player: they are not 
meant to wipe out the bookies. 

Predicting a Wimbledon winner is 


very difhcult indeed. Paramount in af- 
lecting the outcome is the two weeks 
duration, which is twice the normal time 
alloted for a tournament. It is not easy 
for a player accustomed to one week 
events to retain his top physical and 
mental keenness, allowing absolutely no 
lapses. 

Certain psychological factors will also 
have their effects. Hardly anyone escapes 
“Wimbledon Nervousness.” Those who 
seldom experience court fright are af- 
flicted to the point of resembling statues 
planted on the court, unable to swing 
their rackets. A perfect example occurred 
in 1951, when “‘steel-nerved” Dick Savitt. 
the eventual winner, was behind Herb 
Flam in the quarter-finals, 6-0, 5-1, 
solely because he was almost paralyzed 
from nervousness. Solid plugging Jack 
Kramer readily admits his most anxious 
moments were at Wimbledon. 

Another significant factor is luck. The 


winner will need, first of all, the luck of 
the draw, placing him in an advantage- 
ous position to play opponents to his lik- 
ing. The champ will also be the recipient 
of many good calls, lucky wood shots, 
and opportune let cords. 


Vic Seixas 

The 1953 champion, Vic Seixas, will 
be a major threat to repeat. Vic’s tennis 
prowess, athletic ability, and competitive 
spirit have already been proven ade- 
quate. A tennis professional may wince 
a little and shunt his pupils away when 
he sees Vic hit strokes with excessive 
amounts of spin, too soon or too late, 
and off the wrong foot. But soon his 
atiention is turned to admiration as he 
sees Vic fit these strokes into his par- 
ticular pattern of play and get extra- 
ordinary results. 

However, Vic's type of game, consist- 
ing mostly of spins which lack pewer, 
requires delicate touch and perfect con- 
trol to be effective. If he is absolutely 
keen and at his physical peak for the 
two weeks, he may very well win, but 
if not, he may lose to anyone who can 
exploit his weaknesses. Also, since an 
unfortunate knee injury at Newport last 
summer, Vic has never regained the 
form and impetus he had at Wimbledon 
and immediately thereafter. The basic 
weaknesses of his game coupled with the 
psychological let-down will probably 
prevent a Seixas victory. But knowing 
Vic, who is one of the finest competitors 
since Schroeder, Dolly Seixas might get 
another trophy for her mantlepiece. 


Kurt Nielsen 


Kurt Nielsen, the 1953 runner-up to 
Seixas, poses an enigma. One week he 
appears to be a top flight player, dis- 
playing a devastating serve and stylish 
strokes, and, in contrast, the very next 
week he can look and play like a bum. 
This is wholly due to mental laziness. 
Kurt seemingly has the ability to play 
his best in important tournaments, but 
no one who has such atrocious lapses 
can be counted on to win, even if his 


game warrants such consideration. In 
my opinion, he is a potential finalist but 
not the winner. 


sn Davidson won the U. S. National Indoors and has wins over Larsen and Mulloy; 
also has losses which counterbalance his victories. Photos, Miami Beach News 
Bureau. 
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Sven Davidson 
Seandinavia’s other hope, Sven David- 
son of Sweden, although not having the 
power of Nielsen’s serve nor the fluidity 
of his strokes, has achieved results which 
are comparable, if not better, mainly 
because of a strong desire to win every 
match, no matter how hard he must work. 
I do not think Sven will win or even 
reach the semi-final round. But whoever 
does will be happy to have won a close 
match from Sven. 
Enrique Morea 
Another player who could very easily 
hinder the advance of the favorites is 
South America’s colorful Enrique Morea. 
The six-foot seven inch giant boasts pow- 
erful serves and ground strokes, but 
fortunately for his opponents, he does 
not use them to full advantage. In the 
future, as Enrique acquires more finesse, 
he should become a top flight player. 
Jaroslav Drobny 
Jaroslay Drobny, the world’s best 
amateur hard court (clay) player, is 
always a strong contender at Wimbledon 
but has yet to realize the title. Drobny’s 
control of the all-court game is amazing. 
He serves, strokes and volleys almost to 
perfection and, at the same time, is a 
master tactician. Considering his ability, 
which allows him to dominate several of 
the spring tournaments prior to Wimble- 
don, many wonder why he fails at Wim- 
bledon. My answer is (1) that his 
slightly defensive backhand becomes 
even more defensive on the fast grass 
surface, (2) he neglects to play more of 
the warm-up tournaments immediately 
preceding Wimbledon and does not be- 
come fully accustomed to grass, and (3) 
in the midst of matches, for no apparent 
reason, he loses interest and, conse- 
quently, is defeated by players of lesser 
ability. Some will undoubtedly say that 
this will be Drobny’s year, but in my 
humble opinion it won’t. 
Lewis Hoad 
Australia will field a four-pronged 
threat composed of Lewis Hoad, Ken 


Budge Patty is a former Wimbledon 
champ who plays his best in Europe. A 
weak backhand is his major defect. 
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Vic Seixas stretches for a wide volley (Art Larsen standing by the umpire’s stand). 
Vic won Wimbledon last year and theoretically should be a good bet for 1954. 


Rosewall, Mervyn Rose, and Rex Hart- 
wig. They will advance upon Wimbledon 
as a well coordinated team under the 
wily guidance of Harry Hopman. They 
have an esprit de corps which American 
teams and Davis Cup squads would do 
well to emulate. Most likely to win the 
title for his team, his country, and him- 
self is Lewis Hoad. 

The ninetee’.-year old whiz kid, fresh 
from spectacular Davis Cup victories, 
has in my estimation the potential of 
becoming a truly great player. He has a 
dynamic all-court game with a serve that 
has no peer in amateur tennis today, plus 
a magnificent volley. His only weakness 
is reflected in his ground strokes, which 
tend at times to become wild, not because 
of de.ective production, but because of 
carelessness and lack of knowledge of 
how to utilize them. There was a notice- 
able improvement in Lew’s concentra- 
tion this year, and if the improvement 
continues, Lew will be unstoppable in 
amateur tennis. If Lew wins Wimbledon 
it will be no surprise to me or anyone 
else, and if he does, Wimbledon could 
have no finer gentleman, athlete, or 
sportsman as its winner. 

Ken Rosewall 

Lew Hoad’s counterpart, Ken Rose- 
wall, is equally dangerous. Ken lacks 
the power of Lew but is more mature in 
ais concentration and court generalship. 
His backhand is the most outstanding in 
amateur tennis. His weaknesses are his 
serve, which is hit at medium speed with 
accuracy, and his forehand, which can be 
exploited by continually directing play to 
it. Billy Talbert and a few others dis- 
covered this defect last summer, and the 


result has been shown through the cru- 
cial victories of Tony Trabert over Ken. 
Nevertheless, only a top flight player is 
capable of taking advantage of this 
weakness and, needless to say, there are 
too few of them. If Trabert and Hoad 
had not consistently beaten Ken last 
year, I would pick him to win. He is 
surely a semi-finalist. 
Mervyn Rose 

Mervyn Rose has been a major threat 
at Wimbledon in the past few years and 
will be again this year. On the grass sur- 
face his superlative volley gives him an 
advantage over opponents with superior 
strokes. His ground strokes are erratic, 
with the backhand being the least ef- 
fective, and at best they are only used 
as a means to break an adversary’s serve 
once a set. This is not enough against 
such players as Seixas, Trabert, Rosewall 
and Hoad. I think that Merv’s fighting 
spirit and experience will carry him to 
the quarter-finals, at which time he will 
probably play one of the above. He could 
defeat one, but not two in succession. 

Rex Hartwig 

Rex Hartwig several times in 1953, 
much to the delight of Australians, 
caused many headaches for American 
tennis players and officials by beating 
both Seixas and Trabert. Hartwig, the 
possessor of a rather tepid all-coutt 
game, was able to accomplish these feats 
largely due to a fine competitive spirit 
and the rigid training and coaching pro 
gram instigated and guided by Harry 
Hopman. At Wimbledon Seixas and 
Trabert will be playing their best, in 
which case I do not believe Hartwig can 
beat either. 
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Budge Patty 

To meet this Australian bid, the 
United States will have Seixas, Budge 
Patty, Tony Trabert, Ham Richardson 
awd Art Larsen. And there may be 
others. 

Some experts point to Budge Patty, 
who has shown his capabilities by win- 
sing Wimbledon in 1950 and various 
other important tournaments before and 
since. Patty is gifted with a remarkable 
sense of what type of shot to use and the 
proper time to use it. However, as is 
often the case with those so endowed, 
there is a tendency to become lazy, which 
leads to carelessness and which in turn 
leads to bad faults. Budge’s backhand is 
a bad fault. Over a period of two weeks 
he cannot compensate for it, no matter 
how well he serves, volleys, or hits fore- 
hands. His backhand consistently gives 
solace to opponents. Sometime within 
the two week period, Budge will have a 
bad day resulting in below standard 
serving and volleying which, coupled 
with his backhand, will mean defeat. | 
cannot visualize Budge progressing past 
the semi-finals. 

Tony Trabert 

To win at Wimbledon, a player must 
have a game which is capable of surviv- 
ing one or two “off” days. Tony Trabert, 
the U. S. champion, has the stroke tech- 
nique, physical equipment and mental 
attitude that qualify best. Tony’s strokes 
are well produced and well controlled. 
His outstanding topspin backhand more 
than offsets a wildness on the forehand 
side. He serves strongly and volleys well. 
If a Trabert match goes the full five sets, 
the young Cincinnatian will be just as 
strong at the end as at the beginning. 
Tony’s youth is no detriment to his men- 
tal attitude, since he has already experi- 
enced three Davis Cup challenge matches 
played ‘before partisan crowds and has 
participated in practically every impor- 
tant world tournament. With his healthy 
attitude toward tenris and good com- 
petitive sense, Trabert should be the 
favorite. 
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Gar Mulloy is one of several top players 
who might upset the favorite although he 
himself is not a major contender. 


World Tennis 


Hamilton Richardson 

In addition to Tony, the U. S. will 
have another young representative who 
has a distinguished world-wide record. 
He is Hamilton Richardson. As a prod- 
uct of the USLTA junior development 
program, Ham is being counted on to 
stop Australia’s whiz kids and assist in 
recapturing the Davis Cup. The average 
spectator observes no obvious faults in 
Ham’s game when they see him stroking, 
serving and volleying wih mechanical 
precision. Herein lies his weakness. The 
mechanical aspect of his game prevents 
flexibility, which is absolutely necessary 
to win at Wimbledon or in any other 
grass event. His tennis background and 


Art Larsen has both extremely sound 
strokes and a natural feel for where to 
put the ball. His losses are hard to explain. 


keen perceptive mind cannot balance 
this fault, so reserve no more than a 
quarter-final’s billet for him. 


Art Larsen 

If I could be at Wimbledon this year, 
I would be certain to watch every match 
played by that unpredictable Casanova, 
Art Larsen from San Leandro, Cali- 
fornia. When watching Art, the “old 
pro” in me is brought out, and I want 
to turn to my former pupils and say, 
“There, you blockheads, that’s the way 
a tennis ball should be hit.” I have 


Kurt Nielsen was unseeded last year and 
reached the finals of Wimbledon. His 
strong play in several of the major tourna- 
ments is marred by several bad losses. 


nothing but the greatest admiration for 
the technique with which “Tappy” 
strikes every ball, although sometimes 
I disagree violently with the intention or 
purpose. Not only is Art a brilliant 
player, but he is also a showman. His 
antics and eccentricities on and off the 
court never cease to amuse the tennis 
spectators. In the early round matches, 
if there is a large gathering around a 
back court, you know it is Art Larsen 
deliberately prolonging a match to amuse 
the customers. Art has never done well 
at Wimbledon, mainly due to his reluc- 
tance to practice on grass before the 
opening match. Furthermore, he arrives 
at Wimbledon tired and exhausted from 
having played tournaments the preced- 
ing fifty-two weeks, which is caused by 
a pure love for the game. This love is 
what drives Art to Wimbledon each year 
—not the glory, honor, prestige, or 
monetary gain. 

Besides the glory, honor, and so on, 
the players will be participating at Wim- 
bledon, often at great personal expense, 
to realize their aspirations of competing 
in the world’s finest tennis tournament. 
To almost all of the players, the two 
Wimbledon weeks are the high points of 
their tennis careers. Utmost in their 
memories is the intense competition en- 
countered, with the first round being as 
bitterly contested as the finals. While 
playing in other grass court tournaments, 
particularly American ones, they recol- 
lect Wimbledon’s perfect turf, which re- 
bounds balls with the accuracy of Cali- 
fornia’s famous cement courts. When 
playing before dull, unresponsive audi- 
ences of several hundred, they recall with 
amazement the thousands of understand- 
ing, exhilarating Wimbledon audiences 
whose tradition of tennis-awareness orig- 
inated 50 years back. No other tourna- 
ment has all these attributes, and until 
one does, Wimbledon will remain the 
world’s number one ranking tournament. 
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THE GOOD NEIGHBOR 


Seixas And Hart Win International Event 


MIAMI BEACH, FLA.—Vic Seixas, 
the handsome Philadelphian, added the 
Good Neighbor Tennis singles crown 
to his list of spring championships in 
the annual Miami Beach classic March 
22-28, but not without being extended 
to the limit by Art Larsen, the Cali- 
fornian who is ranked nationally right 
behind Seixas in the No. 3 spot. 

When the match ended after four sets 
and 58 games, neither player had 
enough steam apparently left to take a 
game in a first-round match in a junior 
girls division. Seixas was bothered by 
leg cramps and Larsen had to be routed 
from the showers at the end of the third 
set by the umpire on the threat of de- 
faulting the match. 

The finals started with Larsen on the 
offensive and putting away points at 
the net with the cat-like reflexes for 
which he is famous. The California bun- 
dle of nervous energy won the first two 
games, lost the next two and then per- 
mitted Seixas only one more game as 
he took the set, 6-3. Two balls that hit 
the net tape and dropped over were 
the breaks that gave Larsen the needed 
points in the crucial eighth game to win 
his opponent’s service. 

Seixas was in trouble again in the 
second set, being down 4-2, but rallied 
to go ahead 5-4. Neither player showed 
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discouragement over deficits. Larsen was 
behind love-forty on his own service in 
the 10th game, but battled up to deuce 
against three straight set points. He then 
double-faulted, but cured that with an 
ace and went on to even the score at 
five-all. Seixas had two more set points 
in the 18th game but did not break 
Larsen’s service until the 24th, to take 
the set at 13-11. 

Throughout the match Seixas was 


Jeep riding between matches are (I to 1) 

Helen Fletcher, Dolly Seixas, Colin Han. 

nam, Madeleine Muiloy, and Joy and 
Tony Mottram. Photos, Ken Howell, 


prone to net crosscourt forehand drives 
and he missed several lobs on which he 
attempted to put excessive top-spin. Lar. 
sen showed some weakness on his back. 
hand volleys, a discovery that Hal Bur. 
rows made in his semi-final mateh 
against Larsen and used to good advan. 
tage. 

Both Seixas and Larsen showed ef. 
fects of the marathon second set, but 
games followed service until the 13th, 
when Larsen broke Seixas. The Phila. 
delphian came right back with three 
straight games to win the third set at 9-7, 

The fourth set was anti-climactic. Lar. 
sen’s speed in the forecourt was drained 
away and Seixas, putting on pressure 
when it counted, did not have much 


trouble in winning at 6-3. 





Susie Herr and Hugh Stewart watch o 
stadium match from the bleachers. 





Art Larsen reaches for a low backhand volley with his right arm outstretched for 
balance. Vic Seixas on the other side of the net waits for his return. 
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Hal Burrows suffered leg cramps in a 
five-set singles semi-final against Art 
larsen while his mixed doubles partner, 
Shirley Fry, bowed to England’s Helen 
Fletcher. 


Burrows, playing almost exclusively 
to Larsen’s backhand except when he 
had the lefty well out of position, went 
five sets before losing in the semi-finals 
to the Californian 4-6, 6-4, 6-4, 5-7, 6-3. 
In the final set, Burrows suffered a leg 
cramp that put him out of action for 
tight minutes, but it was apparent be- 
fore that he was too near exhaustion to 
win. 

Gardnar Mulloy, who lost in the finals 
of this tournament last year in five sets 
against Seixas, lost in the semi-finals to 





Doris Hart (left) is congratulated by 
Helen Fletcher whom she beat in the 
finals, 6-4, 6-4. Lefty Helen is considered 
by some to be the most improved player 
of the year. Photo, Miami Beach News 
Bureau. 


World Tennis 









him this time, 6-3, 4-6, 8-6, 8-6. Mulloy 
displayed a steady brand of tennis but 
Seixas consistently pressed to the net, 
forcing Mulloy into errors in attempted 
passing shots. 

The four major foreign entries in the 
tournament were somewhat disappoint- 
ing in their showings. Burrows ac- 
counted for Alfredo Millet of Mexico 
10-8, 6-4 and Kurt Nielsen of Denmark 
3-6, 6-3, 6-4. Larsen ousted Tony Mot- 
tram of England at 6-0, 6-2, while 
Seixas had as little difficulty with Sven 
Davidson of Sweden, 6-2, 6-1. 

However, it remained for Bob Bedard, 
Canadian Davis Cupper and No. 2 north 
of the border, to give the gallery a thrill 
as he battled Seixas to a near-upset in 
the third round, 4-6, 6-4, 6-3. For the 
first two sets Bedard was superb, getting 
everything in and hitting with power. 

Hugh Stewart, Pasadena, Calif., 
eighth seeded, went out in the quarter- 

. 





Good Neighbor on TV 


The Vic Seixas-Art Larsen finals at 
the Good Neighbor Tournament was 
shown to a nationwide audience by 
NBC in a matter of hours after the 
event took place. The film was flown 
to New York City, picked up at 
LaGuardia Airport by a special 
motorcycle dispatch rider, and pro- 
cessed, edited and readied for New 
York televising. 

It was shown Monday morning at 
7:00 A.M. on the Garroway program 
and later that day on the Esso Re- 
porter program. Prints were made 
and then sent to 70 or more inde- 
pendent TV stations across the coun- 








try for further showing. 





finals along with Davidson, Nielsen and 
Mottram, losing to Mulloy 9-7, 6-3. He 
teamed with Burrows, however, to win 
the men’s doubles from the tired Larsen 
and Sidney Schwartz, 6-4, 7-5. The lat- 
ter pair ousted Seixas and Mulloy in the 
semi-finals, 6-3, 6-3, while Burrows and 
Stewart took Davidson and Nielsen in 
the other semi-finals, 6-2, 0-6, 7-5. 

Doris Hart of Miami, No. 2 in the 
United States, was not extended in win- 
ning the women’s singles. She defeated 
England’s Mrs. Joy Gannon Mottram, 
6-4, 6-2, in the semi-finals and Helen 
Fletcher of England in the finals, 6-4, 
6-4. Miss Fletcher, who was seeded 
second, came from behind to down 
Shirley Fry, Akron, Ohio, in the semi- 
finals, 6-2, 0-6, 6-3, playing almost en- 
tirely from the base line. It was her 
second win in three tournaments over 
the American miss. Misses Hart and Fry 
defeated the English team in the women’s 
doubles finals, 6-0, 5-7, 6-3. 








At Miami Beach’s Flamingo Park are the 

honeymooning Kurt and Helle Nielsen 

(left) with Louisville’s Don Kaiser. Photo, 
Howell. 





The mixed doubles finals were can- 
celled because of the time element with 
Miss Hart and Seixas paired against 
Miss Fry and Burrows. 

Canadian Ray Summers, unseeded in 
the senior singles draw of 32 players, 
defeated unseeded Al Gross of Miami, 
6-4, 6-3, in the finals. Summers’ tough- 
est match was in the semi-finals against 
third-seeded Jack Staton of Orlando, 
Fla. The score: 3-6, 6-2, 6-4. 

Perfect wvather prevailed for the en- 
tire week of the tournament with crowds 
of nearly 1,000 watching the closing 
matches on Saturday and Sunday. Dr. 
Philip B. Hawk of Miami Beach served 
as referee while Edward Herr, represent- 
ing the Miami Beach Tennis Patrons’ 
association, was tournament chairman. 


(Results on Page 68) 






Roy S. Evans, donor of the tournament 

trophy, stands aboard his yacht with 

tournament chairman Edward Herr. Both 

Gardnar Mulloy and Vic Seixas now have 

two legs on the three-year challenge 
bowl. 
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- Put new power 

and accuracy @ 

in your 
game... 






Now play the hard-hitting 
“big game” with more 





control. The new Spalding <) at ri ' f a { : \ y 
power rackets give you a 4 " weeea nner 
custom-like fit that brings out the Y 


best in your game. Choice of 

weights, grip sizes and flexes to fit 

any player from Pancho Gonzales 

and his world’s fastest serve (112 

m.p.h.) to a boy or girl beginner. ' 


SPALDIN 


SETS THE PACE IN TENNIS 





IN EVERY. . 
National Cheteionciiy, 
U. S. Davis Cup and 
Wightman Cup match, 
in major tournaments 
everywhere, Spalding- 
made tennis balls are 
the Official choice. You 
get the speed, control, 
long. life you’re looking 
for. 
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ACCENT ON YOUTH 


The Australian Overseas Team 


by LEON STONE 


Operation Overseas for the 1954 Aussie LTA team looms 
large on world tennis horizons. The team—announced im. 
mediately on conclusion of the Australian national titles in 
Sydney mid-January—is the youngest of overall average age 
to represent Down Under regions on the other side. 

When the seven youth team boards the plane in Sydney, 
May 8, on the first leg of its flight to England, the Continent 
and USA, under the guidance of Old Maestro manager and 
foxy Davis Cup captain Harry Hopman (piloting his fourth 
team overseas), YOUTH will be right to the forefront. 

It was thought that when Lewis Hoad and Ken Rosewall 
hit the overseas trail for the first time in 1952, the Antipodes 
was leaning heavily on youth. 1954 sees youth in excelsis on 
the Aussie LTA’s overseas squad. 

On the selected team are Lewis Hoad (NSW), 19, Ken 
Rosewall (NSW), 19, Mervyn Rose (Vic.), 24, Rex Hartwig 
(Vic.), 24, Neale Frazer (Vic.), 20, Ashley Cooper (Vic.), 
17, and Roy Emerson (Qld), 18. With the exception of 
Cooper and Frazer, all were members of the 1953 Aussie 
Davis Cup Challenge Round team. 


Ashley Cooper 

The team’s baby, 17-year-old Victorian schoolboy Ashley 
Cooper, is the hottest prospect in the Aussie junior ranks 
today. He’s moving up fast behind Hoad and Rosewall as our 
most scintillating comer. Studying to become a schoolteacher, 
Ashley has come along so fast over the past twelve months in 
big tennis, that he’s ditched this scheme for the time being 
and put aside his studies for a year to concentrate on top 
tennis. He gave himself the past Aussie tournament season 
to make good—if not, he would go back to his text books 
and forget rackets and balls, Inclusion in the Aussie 1954 
overseas team saw him hit the target he’d aimed at. 

Tennis organization officials. and authoritative judges of 
the game reckon Cooper is Aussie’s best bet since Hoad and 
Rosewall. Ruggedly built for his age along Hoad lines, his 
game is a carbon copy of the Hoad all-court power game. 

Ex-Davis Cupper, now newspaper and radio commentator, 
Adrian Quist rates Cooper as capable of “reaching the high- 
est pinnacle in Aussie tennis. The only weakness I can detect 
in Cooper’s game is his low volley, which he is inclined to 
force too hard. His backhand and forehand drive are hit 
crisply and with plenty of pace. He is not a net rusher, play- 
ing the all-court game.” 

Queensland LTA official and umpire Alf Chave, when 
umpiring Linto Cup (Aussie inter-state junior contest) 
matches at Sydney, in January, during the Victorian—NSW 
tie, commented: “When defeating Warren Woodcock, 6-4, 
2-6, 6-2, Cooper three times ran out his service after trailing 
0-40. The way in which he used his ‘big service to fight his 
way out of difficulties reminded me of Hoad. Cooper is going 
to become a great player.” 

ALTA official Harold Walker declared, “I’ve been watch- 
ing young Cooper closely for the last 12 ‘months. He has all 
the attributes of a champion—perfect temperament and 
power.’ 

Cooper hit the headlines for the first time in the Queens- 
land championships last October, when, although outed in 
the Junior Boys’ Singles final by French youth Jean Noel 


May, 1954 





Grine 
Hart 
mate! 
In 
conti 
Gilm 
men’s 
6-2, 
Emer 
ately 
finals 
Co 
the b 
fifth : 
Aussi 
6-3, | 
Coop 
woul 
his cé 


Qu 
come: 
big c 
mothe 
to the 
with 
laye 
: Th 
was s 
Hopn 
big ti 
bour: 
had | 
Aussi 
ments 
tice s 
Cox 
battle 
two y 
title, 
final. 
defeat 
Em 
stick 
track 
ings « 
bane 
rated 
drop 
Aussi 
Gec 
finalis 


6-4, 6 


Thi 
joins 
perfor 
Victo1 
two s 
match 

Fra 
ister f 

Coc 
height 
more | 
favor 

Wit 
for “A 
with ¢ 
few ye 


by Hc 


World 


Grinda 8-6, 9-7, he created a minor sensation by acing 
Hartwig-Rose six times in a men’s doubles championship 
match. 
In the NSW championships in November, Cooper’s form 
continued to ascend despite bowing out to Sydney junior 
Gilmour, 7-5, 10-8, 3-6, 6-4, in the second round of the 
men’s singles and going down to Buchanan-Slack, 7-5, 5-7, 
6-2, 13-15, 6-2, when paired for the first time wita Roy 
Emerson. Both were bitterly fought matches. He un/ortun- 
ately broke his thumb when practicing for the junior semi- 
finals. 

Cooper really skyrocketed to the top when he registered 
the big upset of the Australian national meeting, blasting 


reg fifth seeded player Clive Wilderspin, a member oi: last year’s O 
| mM | Aussie overseas team, from the championships, 6-4, 2-6, 7-5, 
sn } 63, in the first round. That devastating victory clinched ~- 


Be age | Cooper’s place in the 1954 Aussie overseas team. Ashley 
would nominate this as the best match and turning point in 
his career. 


ydney, 


itinent Roy Emerson 
r and 


fourth Queenslander Roy Emerson, the “Boy from the Bush,” 
comes from an outback country district 100 miles from the 





sewall | big city smoke of Brisbane. Dairy farmers, his father and 7? / let 
podes mother gave him every opportunity to blossom torth—even JK 

sis on | (0 the extent of leasing their farm and removing to Brisbane | Gu) 

is with its wider scope for developing his game against star 


A layers. 
. Ken pia) 


tw; The second youngest member of the team, Roy Emerson, 
View was singled out by such a shrewd “talent scout” as Harry 
Mey Hopman, in Brisbane in 1952, as having what it takes for the aaa 
. | big time. Emerson was then only 16. He was brought to Mel- { | 
Aussie | bourne by the ALTA for special coaching by Hopman who Ee ce: / carry 
had him under his wing along with a group of outstanding / | your balls 


Aussie juniors. Emerson toured the major Aussie Tourna- 
Ashley | ments and was included in the 1953 Aussie Davis Cup prac- 
ranks | tice squad at Kooyong. 


/ 


[ only 





as our | Cooper and Emerson have waged many a close fought Was, 95 
acher, | battle against one another in junior matches over the past ae 
ths in | ‘wo years. Emerson collected the NSW Junior Boys’ singles - 


being title, defeating Billy Knight of England, 6-3, 6-4 in the 
final. Cooper won the Victorian Junior Boys’ Singles title, 


yn top 

defeating Graham Stewart, 6-2, 6-3. 

eit Emerson discarded a potential Olympic Games career to TENNIS CADDY holds 3 balls securely 
1954 | stick to the net sport. As a 16-year-old, he was a standout on your racket between games... Slips 


track and field athlete. As a schoolboy, he showed the mak- ffi ee h ; dy t l 
zes of | ings of a hurdles, high and broad jump champion in Bris- OFF 1S Gory Ween POU fe reeay 1S Prey: 
d and | bane inter-collegiate contests. But Queensland tennis officials Can't hurt your racket . . . Fits all 
s, his | tated his big tennis potential so highly they induced him to 
ne. drop everything else in its favor. Selection in this year’s 
itator, | Aussie overseas team has set the seal on that decision. 

high- George Worthington, one of the national title singles semi- 
detect | finalists, KO’d Emerson in the first round of this meet, 5-7, 
1ed to 6-4, 6-4, 6-0. 

re hit Neale Frazer 

play-] Third newcomer to the team, 20-year-old Neale Frazer, 
joins fellow southpaw “veteran” Mervyn Rose. Frazer’s best 
when | performance last season was his near-defeat of Hoad in the | 
ntest) | Victorian men’s singles when the Aussie No. 1 ace was down | 
-NSW | two sets to love, in the second round, only pulling out the 
» 64, | match 4-6, 4-6, 8-6, 6-3, 6-3 after a pep talk from Hopman. = — Hi Sever ce — skal 
ailing} Frazer is the son of the Victorian State Government’s Min- | ~ 

ht his } ister for Labor. | 

going | Cooper, Emerson and Frazer are all nudging 6 feet in 
height; Cooper is of husky Hoad build, the latter two are cast 
watch: | more along the rangy lines of Ken McGregor, while all three | 
as all} favor the pill pounding, attacking game. 
t and} With eyes fixed futurewards, the ALTA selectors plumped 
for “Accent On Youth” in their 1954 Aussie overseas team, | 
ueens | with a thought for Davis Cup squad “wastage” in the next 
ed in| few years due to possible defections to the professional field 


Noel | by Hoad and/or Rosewall. 


standard frames... Ends the oldest 
nuisance in tennis: ball juggling! 


TENNIS CADDY 
$2.95 enamel $3.95 chrome 


Note: TENNIS CADDY is a brand new 
product. If your dealer doesn't have it yet, 
send $2.95 and we'll send you a TENNIS 
CADDY postpaid. (A few distributorships 
are still open, write for details.) 
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Lana Turner and young tennis pro Vic Braden take a break Visiting the Good Neighbor tournament in Miami Beach are 
between sets. Priscilla Harris (left), Myra Dew, and Mr. and Mrs. Sidney King 
Russell of Palm Beach. 


TENNIS 
WORLD 


(Above) Puerto Rico’s top juniors ball- 
boyed at the recent Invitation tourna- 
ment. The youngsters, who hit with rare 
precision, are pupils of Caribe Hilton pro 4... . ae oe ‘ : 
Welby Van Horn. Ah eB will b 
: ane ‘ 4 my ne 
(Left) The winner in the Southern Boys’ 
Championship is congratulated by his 
smaller opponent. The players: Dick 
Mouledous and Tony Trabert, 1945. 


(Right) Three years later, Tony took the 

measure of Dick in the Western Champ- 

ionships, 1948. Note the difference in 
comparative sizes. 








A TELEPHONE CONVERSATION 








—_ 


Long distance operator: “I’m ready 
with your call to Archie Larsen.” 

Me: “Archie who?” 

Faint voice in the background: “It’s 
me—your old buddy, Tappy.” 

Me: “Hello, Arthur. How are you?” 

Larsen: “Great—I’m just eating din- 
ger. The food’s pretty good but the com- 
pany’s lousy. I’m at Mulloy’s house.” 

Me: “I wanted to ask you some ques- 
tions about the Tennis Players’ League 
and the new National Invitation TV 
Tournament they’re putting on.” 

Larsen: “Well, I was there when the 
league was founded. This was at the 
Nationals last summer. The players had 
been talking about it since Orange, and 
they finally decided to meet and organ- 
ize at Forest Hills. First thing they did 
was elect Sidney Wood the president. 
The players gave him a roar of approval. 
Then Mooloo was elected Vice-president 
and the players gave him a big cheer. 
Golden was elected Secretary (Hooray! ), 
and Seixas, Talbert, Trabert and so on 
were named to the Board of Governors. 
Each name was greeted with yells. Fi- 
nally they had one empty spot on the 
Governors. There was a dead silence. So 
far everyone had been unanimously 
elected. ” 

“Someone (me) finally suggested Art 
Larsen. ‘Boo-o-o-o.’ Three people walked 
out of the room. It took 26 votes, but I 
fnally made it. 

“Sidney’s been doing a great job. I’ve 
been catching it because I haven’t been 
doing my part—but I will from now on. 
even if I have to miss San Remo” (It 
just finished last week). 

“The matches should be pretty excit- 
ing. Trabert and Seixas are going to 
open on April 26th—they’re the two 
top-ranking players in the country. Vic 
cancelled a proposed early trip to Italy 
just to be there opening night. All of 
us were planning to leave for Italy on 
May 1. That left no one to play the sec- 
ond night (May 3rd). Then Mulloy got 
a brilliant idea. ‘Lars won’t play Italy,’ 
said my buddy. ‘He'll stay in New York 
Pe play the second Round Robin.’ “But 

? 


“Mulloy got it all fixed. He and I 
won’t go to Italy and will play on televi- 
sion instead. I'll kill him!” 

“Ten of the top players in the country 
will be in the Round Robin, but I'll stick 
my neck out and pick the winners: 

No. 1. Art Larsen 
No. 2. Sidney Wood 
No. 3. Packard 

No. 4. Don Budge 

“T feel I have the best chance of all. 
My luck changed in Baranquilla last 
week when we went down to play a bunch 
of exhibitors. First we went to Curacao. 
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When we got to the club, I took a dive in 
the pool. Everybody was hoping | 
wouldn't come up. When I finally sur- 
faced, I’d lost my diamond ring. | took 
this as a sign of bad luck. 

“The next week, we went to Baran- 
quilla to play a round robin. | had lost 
to Stewart so that my final score was 
3 wins and | loss. Stewart and Mottram 
each had two wins to one loss and were 
to play each other. If Stewart beat Tony, 
he won the tournament since he had a 
win over me. If Tony beat Hugh, which 
was highly unlikely, I’d win since I had 
a win over Tony. Tony beat him, which 
made me the winner. I got a $280 gold 
ring as a prize. 

“Mooloo and I go to Dallas on Thurs- 
day for a four-day tournament, then to 
River Oaks. Dallas is still in the neo- 
phyte stages—plenty of enthusiasm by 
the people who run it, but not enough 
spectators. 

“River Oaks is a different story. They 
sell out every seat before the tournament 
begins and the whole town turns out to 
watch. Everyone will be there—Trabert, 
Seixas, Mulloy, Richardson, Talbert, me 
—and they'll resurrect a few oldies who 
won the tournament in 1886. Sammy 
Giammalva will win it. If he folds, I'll 
bet on Mulloy. Gar is so popular there 


Art (‘I love ballboys”) Larsen with 13- 
year old Bobby Johnson. 


that his feels like he’s in 
Australia. 

“The TV should be a big sucess. We've 
nothing to lose since we’re starting from 
scratch, and it may turn out to be like 
fight night with everyone watching it. 
The players have good TV personalities, 
and the people who watch it one Monday 
will turn it on again the next week. Tal- 
bert will be the suavest, Mulloy the best 
looking, Trabert the all-American boy, 
Seixas the all-American boy, Clark the 
all-American boy, Richardson the all- 
American boy, and I'll be the most 
popular.” 


opponent 


BOOK REVIEW 

How To Play Championship Tennis 

Text by Oscar Fraley, Photographs by 
Oharles Yerkow. 

A. A. Wyn, Inc., New York, 98 pp. 
Price: $2.95, hard-cover; $1.00, self- 
bound. 

“How to Play Championship Tennis” 
is the latest sports-in-action book of a 
series which includes baseball and golf. 
There are over 400 motion picture se- 
quence photographs illustrating the basic 
strokes of the game. Maureen Connolly, 
for example, is shown in a 36-picture 
series hitting high, low and medium 
forehands. 

Among the various shots demonstrated 
are the backhand by Ken Rosewall (36 
pictures), the lob and the slice service 
by Gardnar Mulloy (6 pages of photo- 
graphs only), the flat and the twist serv- 
ice by Tony Trabert showing front and 
side view, the drop volley by Vic Seixas, 
chops by Margaret du Pont, spins by 
Shirley Fry, half-volleys by Doris Hart 
and grips by Mercer Beasley. 

For those who have never seen the 
top players in action, this book will 
come as a tremendous thrill since each 
movement of the particular stroke is 
illustrated so clearly. Perhaps the only 
criticism would be the choice of Maureen 
Connolly demonstrating the smash when 
her forte is definitely ground strokes; or 
Hoad exhibiting the drive volley, which 
is both difficult to complete and far less 
common than the ordinary punch volley. 

The running commentaries in the front 
and the back of the book explain the 
importance of the basic strokes plus a 
short and pithy summary on strategy. 

This collection of photographs is per- 
haps the best to be published, showing 
clearly the styles of the major players 
of the world. The grace of Doris Hart is 
beautifully captured on two pages illus- 
trating the half-volley and the backhand 
lob volley. Again, Tony Trabert’s ap- 
proach to the service is given in such 
detail that a fan who has never seen him 
will get the complete feel of Tony’s style. 

High points of the book are Rose- 
wall’s demonstration of the backhand 
and Maureen Connolly’s rhythmic and 
free-flowing forehand. 
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by NED POTTER 
Andy Ross Dilley’s marriage to Mac _ snifling the broiling steak on the range. about how many or how few tourna. 


Marshall recalls the time we first saw 


the “heavenly twins” on their arrival 
from Europe a few winters ago. Our 
good friend, L. J. A. Dorey, long time 


Editor of Lawn Tennis and Badminton, 
our British counterpart, wrote us that 
two “young friends” were coming to 
America to be coached by Tom Stow at 
Berkeley and asked if we could see them 
safely from ship to transcontinental 
train. Further correspondence developed 
that the young visitors were the twin 
daughters of John Ross Dilley, they were 
to arrive on a French Line ship, would 
have their tickets via Pennsylvania Rail- 
road but would not know how to get 
from the pier to the railroad station. 
How would they know me? Just carry 
a copy of American Lawn Tennis under 
my arm! 

The day duly arrived and as we stood 
on the end of the pier watching the ship 
being warped into her berth, we spied 
on one of the upper decks two young 
girls who looked so strikingly alike, we 
were sure they must be the Ross Dilley 
twins. So we were standing at the gang- 
way when they came off and they didn’t 
need to identify me for I identified them. 

While the customs inspection was go- 
ing on, I asked Andy about the railroad 
tickets. She handed them to me but it 
was merely an order to the Pennsylvania 
Agent to deliver tickets against a paid- 
up order. The railroad man at the pier 
could do nothing, so when the baggage. 
including a dozen rackets, had passed 
customs, we bundled the girls and the 
baggage into a taxi and hied us to the 
Pennsylvania Station. 


After more than an hour of being 
shuttled from window to window, we 
found ourselves in the presence of the 
Foreign Agent who told us it was too 
late to get a train out that night for Los 
Angeles. Los Angeles? we screamed and 
turned to Andy. Aren’t you going to 
Berkeley after all? Indeed they were but 
evidently the London ticket agent’s idea 
of California geography was somewhat 
hazy. At any rate, after further delay, 
the girls were booked in two roomettes 
on the through car for San Francisco, 
leaving the next evening about ten PM. 
What to do till then? 

A telephone call to Flushing brought 
the response, “Bring them out here, I'll 
get a steak”, and before long Andy and 
Joan were seated in front of a cheery 
fire, a cocktail in hand, and expectantly 
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While thus pleasantly engaged, the tele- 
phone rang. It was the Pennsylvania with 
the message that room had been found 
for them on that night’s train. To get up 
now and go, to miss the steak and a com- 
fortable bed and repack all over again? 
Joan looked at Andy. Andy looked at 
Joan. One of them said, or maybe it was 
in chorus, “Do we have to go? Can’t we 
wait till tomorrow?” 


a x * 


It seems that every year at this time 
we get to thinking about the Davis Cup 
and how we might win True, the 
Challenge Round is nearly eight months 
away and that is probably why we are 
still thinking of last year rather than 
planning for 1954. And what are the 
Australians doing? Are they still con- 
gratulating themselves on their narrow 
victory last December and hoping they 
can do the same or better this year? You 
can bet your bottom dollar they aren’t. 
The minute the last point was won, Harry 
Hopman and his cohorts were thinking 
and planning for the next encounter. 
Soon after the Australian champion- 
ships, a team was selected to go to 
Europe and America in 1954. Wilder- 
spin and Ayre who had had their turn 
last year and made little of were 
dropped and their places taken by two 
promising youngsters. Along with the 

“Big Four”, Hoad, Rosewall, Rose and 
Hartwig, and under the watchful eye of 
Captain Hopman, the team is now on its 
way. Each member will be absolutely 
under Hopman’s guidance, he will play 
in whatever tournaments Hopman wants 
him to, will play in no tournaments 
which Hopman forbids, and will be all 
the time in strict training. No wonder 
these boys, or some of them, will come 
up to the Challenge Round in perfect 
condition, with only the whim of a selec- 
tor, as happened last year, ‘between them 
and another victory. 


Compare this with the course pursued 
by the USLTA year after year. No 
thought has been given in January to 
those who may possibly make the team 
in December. No captain has been 
selected nor, if precedent is followed, 
none will be until the eve of departure. 
No doubt a succession of captains will 
have charge during the preliminary 
rounds. Trabert and Seixas, still our 
most likely choices for the singles, will 
be permitted to use their own judgment 


ments they will enter. Already, Vic is 
playing abroad and Tony will be there, 
too. No one will see that they keep in 
training; they can spend just what time 
they wish in practice. Other possible 
players, such as Richardson or Perry 
will follow the same course. No thought 
whatever will be given to welding a com- 
petent doubles team to play together 
through the season and develop the team- 
work which is essential to success. 

Pardon the vigor of these remarks, 
but this is an old, long-standing gripe, 
If we really want to win and hold the 
Davis Cup, here is our prescription. Ap- 
point a Captain right at the start of the 
season. Although it is already May, it is 
not yet late. He should be a man who has 
the time to devote to complete command 
and he should still be an active player 
who can coach his players as well as 
direct. A squad of eight or more, com- 
bining experienced players with promis- 
ing youngsters, should be chosen now 
and the Captain should have complete 
control of their training, practice and 
play during the season. He should decide 
how many tournaments they should 
enter, try out double pairs and select the 
best two early so they can adjust their 
styles by frequent play and practice 
against each other. 

If it is necessary to have an official 
representative, too, there is no one bet- 
ter than Russell Kingman who has filled 
this role in Europe for many years. But 
the Captain alone should decide which 
players should be chosen for the differ- 
ent ties, he should be the Captain at all 
of them, and when the time comes to 
select the team for Australia, the Captain 


should sit in with the selection committee, 
and his voice should be given the weight 


of at least any three members of the 
committee. 


One more thougitt. This plan is, frank- 
ly, an imitation of the Australian 
method, but what business hesitates to 
follow the successful methods of its com- 
petitors? And, as Hopman is both Cap- 
tain and coach and as we have no equiva- 
lent, let us also engage the best profes- 
sional help—Jack Kramer, if possible— 
and have him, too, accompany the team 
in its travels. 

Admittedly this will cost money, but 
if the Cup is worth thousands of dollars 
to us when it is played for in Australia, 
wouldn’t it also be worth something more 
to bring it back home? 
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VISIT FAMOUS SEVEN FALLS 


Colorado Springs, Colorado 
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Seth Petersen and Elizabeth Gish at the 


Bay Counties tournament. 


Robert L. Boyer (left), tournament manager; Barrie Cardy, the new Northern California 
Tennis Association secretary; and George Anderson, chairman of tennis at the Olympic 
Club. Photos, Moulin Studios. 


At the 


Olympic Club 


Nancy Wolfenden and Jim Demas saw 
Nancy’s sister, Virginia (below) take the Forme 
women’s title. 


Former National Champion, Margaret Osborne du Pont, chats with Nick Carter and Virginia Kovacs and Mary Ann Mitchell 
Tom Brown before their finals in which Tom (right) defeated Nick, 6-3, 6-4. met in the semi-finals. 
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Tom Brown 
Wins Bay Counties 


by GEORGE F. ANDERSON 


Once again the Olympic Club was host 
to one of the Nation’s oldest tourna- 
ments when the 57th Annual Bay Coun- 
ties Tennis Tournament was played on 


of the California Tennis Club. Brilliant 


rallies marked this match, but at 6-all in 
the third set it was necessary to call a 
halt as darkness had set in. 


ke the | Former Northern California Prexy Jim Moffet watches the matches at the Olympic | 


Club with Margaret du Pont (left) and women’s finalist Anita Kanter. 


the Club courts the week-ends of April 
24 and 10-11. Located on beautiful Sky- 
line Boulevard, just a 15-minute drive 
from downtown San Francisco, the 
courts have drawn praise from tennis 
enthusiasts as offering near-perfect play- 
ing conditions. 

In the Men’s Singles, Tom Brown 
swept through to victory by downing 
Nick Carter in the finals, 6-3, 6-4. Brown 
also won the title in 1953. Paired in 
doubles, Brown and Carter were the 
Victims of a stunning upset when the 
duo of Jerry Moss, Northern California 
Intercollegiate Champion, and Buzzie 
Summers of the University of California 
downed the No. 1 seeded team in the 
tound of & by the scores of 2-6, 6-3, 6-3. 
The finals of the Men’s Doubles found 
Eddie Amark and Dr. Larry Dee op- 


posed to Seth Petersen and Jim Demas 


World Tennis 


Virginia Kovacs showed that she is 
definitely on the comeback trail when 
she defeated young Mary Ann Mitchell 
in the semi-finals, 6-1, 6-4. In the finals 


she overcame the No. 1 seeded star, | 


Anita Kanter, 8-6, 6-3, after being down 
in the first set, 3-5. 


The Senior Doubles drew an inter- | 
ested gallery as Edward Chandler and | 
Senior | 
Champs, ran out a quick match against | 
Herb Graeber and Stan Maloney, 6-2, | 


Gerald Stratford, National 


6-2. 


Margaret Osborne duPont, former Na- | 


tional Champion, paid a visit to the 


tournament on the final day of play. | 
Doubles | 
Champion in 1924, was also an inter- | 
ested spectator. Howard, incidentally, | 


Howard Kinsey, Natioaal 


was recently appointed Pacific Coast 
Sporting Goods Manager for Dunlop. 
(Results on Page 61) 








FAVORITE of CHAMPIONS | 


— 


One of the 
Finest Rackets 
Ever Made! 





For Real 
Tennis 
Enjoyment 
Try a My 
Racket {> 


We maintain world’s larg- 
est department specializ- 
ing in restringing rackets 
and repairing golf clubs. 


Send for Catalog! 


At City Hall Park 


Just Off Broadway 

















MIAMI, FLA. WILLIAMSPORT, PA. 


OAKES & CO. 


MEMBERS 
Philadelphia - Baltimore 


Stock Exchange 


STOCKS 
BONDS 
MUTUAL FUNDS 


Lincoln Liberty Bldg. Philadelphia, Pa. 




















THE WORLD’S WORST TEN 


A Short Story 


“Well,” said Ed Blodgett of the Western Association, 
“you're looking well, Jim. How’s the wife?” 

“Fine, just fine,” replied Jim. “I left her home.” 

“Had a good trip here,” said Rogers, the Southern rep- 
resentative, to the man on his left. “Stopped off in Burrville 
and saw Harrison of the Burrville T. A. Doing a fine job, 
just fine. Saw Murphy in Hacketsburg. Doing a great job 
on tennis clinics there. Over 200 youngsters at the last 
clinic. Pickett turned out to be a real fireball. Dropped in to 
see him. Holding the Alva County Open this year in his 
town. Real go-getter.” 

“Did you see the morning papers?” 
publicity for tennis.” 

“Terrible, terrible,” said Jim, shaking his head. 

“What happened?” asked Blodgett. 

“Bingham dropped his racket,” said Rogers, “Big scene. 
May cause a scandal. Never should have lost his head.” 

“He got annoyed at a call,” explained Holman, “and lost 
his head completely. There can be no question over the fact 
that he dropped his racket deliberately. It is not within the 
realm of possibility that it could have been accidental.” 

“Wait till Burchard gets a hold of it!” remarked Sanders 
of the Eastern LTA. 

“Did,” said Rogers. “Blasted the officials in the afternoon 
papers. May cause a few heads to drop.” 

“Tsk, tsk,” said Blodgett, a frown of worried concern 
creasing his forehead. “It comes at a crucial time for Tennis. 
Scenes like these affect the public mentality. I hope your 
committee decides to take some action, Merkins.” 

“Ahem,” said Merkins, “this will certainly require thor- 
ough investigation. If we find that Bingham is guilty, he will 
be subject to the penalties provided under Section 3, Para- 
graph 6 of the By-laws as amended at the last meeting. 
Naturally we cannot act, however, until we receive a com- 
plete report from Hawkins’ committee. It will then be turned 
over to the New England Section who will make their rec- 
ommendations directly to the President. The Executive Com- 
mittee then passes it on to us.” 

“Seen any shows lately, Ed?” asked Jim. 

“Not a durn one,” replied Blodgett. “I’ve been tied up 
with committee meetings ever since I got to New York.” 

“Game has changed,” said Rogers sadly. “Used to be 
players knew how to behave. Act like madmen these days. 
Dropping rackets and arguing.” 

“Gentlemen,” said Committee Chairman Albertson, “will 
the meeting please come to order?” 

“Hear, hear,” said Rogers. 

“Last year this meeting lasted until 2 o'clock in the 
morning. I hope for all your sakes that we have more un- 
animity today.” 

“Pretty important decisions to make, Fred,” said Rogers. 
“Foolish to be too hasty.” 

“T dunno,” said Merkins, “we argued for three hours last 
time as to whether Langley should be five or six. Finally 
we put him at six and his old man hasn't spoken to me 
since.” 

“He sent me four letters,” said Sanders, “asking me to 
reconsider my decision.” 

“Should have been No. 5,” said Rogers. “Good record.” 

“It seems to me,” said Albertson, “that we can all agree 
on No. 1. Martie Jackson without doubt qualifies for the 
title.” 

“I dunno,” said Jim. “There’s a fellow in my section, 
name of Burbank, has a pretty good reputation. Hasn’t won 
a match all season, and with any luck he never will.” 


said Holman. “Bad 
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“No, no, Jim,” “You're wrong there, Jim.” “Can’t hold 
a candle to Martie Jackson.” 

“That's right, said Holman. “Martie is certainly the most 
outstanding in the field. His play not only qualifies him 
but he dresses the part. Absolutely filthy.” 

“Correct,” said Rogers. “Makes me sick to look at him, 
Fellow never bathes.” 

“Bathes?” said Blodgett. “He’s never been known to 
towel off!” 

“A simply stinking forehand,” added Sanders. “Com. 
pared to him, my wife looks like Little Mo.” 

“And that’s saying something,” muttered Merkins. Sand- 
ers smiled approvingly. 

“Jackson looks like the logical candidate for the top spot,” 
said Albertson. “Any objections, gentlemen?” 

“Hear, hear,” said Rogers. “Right.” “I’m with you.” “The 
only reasonable choice.” 

“How about Burbank for No. 2?” said Jim. 

“No, no.” “Hardly First Ten calibre.” “Alf Jones should 
be 2.” 

“Alf is our man,” said Rogers. “Outstanding free loader. 
Hasn't paid for a meal since he was in the Boys. Just 
doesn’t eat between tournaments. Very determined—never to 
reach for the check.” 

“Right!” agreed Merkins. “We had the largest gate in 
our city’s history last year, but Alf managed to eat us in 
the red.” 

“Our club’s dining room closes at nine. Alf is always the 
first to come and the last to leave. Next to him, Savitt eats 
like a canary bird.” 

“Hear, hear,” shouted Rogers. 

“We seem pretty unanimous on Alf,” said Albertson. “An 
A-1 stinker.” 

‘Now I wish you guys would listen to me about Burbank,” 
pleaded Jim. 

“No, no.” “He’s an unknown.” “Every newspaper in the 
country would blast us.” “Be reasonable, Jim.” 

“Last year’s No. 7, Frank Smelter, has shown marked 
improvement,” suggested Albertson. “A few years ago, 
Frank couldn’t have made the twenty. Then, after the scene 
with the linesmen at Newport, he achieved national renown. 
This year he has to his credit a fist fight with Herb Lewis, 
a hammer-and-tongs battle with Frank Hammond and harsh 
words with Lev, Charlie and Harold.” 

“I dunno,” said Jim. “He did apologize afterwards to 
Harold, which kind of spoils it.” ‘ 

“Forced to,” explained Rogers. “Threatened with sus- 
pension. Surly apology. Broke two rackets immediately 
after. Not even his own—belonged to Mulloy.” 

“But an apology is an apology,” said Jim. “I’m for keep- 
ing Smelter at No. 7.” 

“No, no, Jim.” “Smelter shows promise.” “Sit down, 
Jim.” 

“Jim,” said Albertson, “you’re new to the Committee. | 
know you are anxious to see a Southern Californian in the 
rankings, but we must be fair.” 

“How about Bob Stalling?” asked Blodgett. “I saw him 
play a match last summer. It was a classic. He had his legs 
massaged every other game. When a ball from the backstop 
bounced back in the court and hit him on the ankle, he sent 
for a doctor. He kept calling ‘let’ every few minutes. At one 
point, he clutched his heart and staggered over to the um- 
pire’s stand. In between coughing spells and heart attacks 
he wiped his glasses. He delayed play so long that the gal 
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lery began to boo him. The disturbance became so viole “nt 

that he had to be escorted off the court by the police.” ae 
“Great man for measuring the net,” added Rogers. “Al- 

ways measures it on set point.” 
“Burbank stalls, too,” said Jim, “but it does him no 


t | ld good.” 
ae ‘Albertson is crazy if he re-appoints Jim to the Commit- 


eae next year,” Me rkins whispered to Blodgett. ° ‘He has no TENNIS EQUIPMENT 


feeling for the national import of the rankings. 


shim “How about Hoskins at No. 5?” asked Sanders. “Even 
hi Allison Danzig refers to him as ‘Beer Head.’ He made No, 9 . 
t him. | when they barred him from Australia, but now they won't aise WMOLeA WL 


even let him in Cuba. I haven't seen him sober since he got 


‘wn t0 7 out of the juniors.” 

ae “Good bottle man,” said Rogers. “Ran up a $500 bar bill 
‘om: 1 at River Oaks last year. Langston is suing the USLTA. 
“ Makes good copy.” 

Sand. “| hear he’s reforming,” said Jim. 

» | “Nonsense!” exclaimed Merkins. “Hoskins will never let 
Spot, } us down. I saw him only last Tuesday and he hadn't been 
«The | bed since the finals on Sunday. He was in the club bar 

| and was still in his tennis clothes.” 

“Oh, Hoskins is a good man, all right,” said Albertson. 
should “May |...” began Jim. 


“No, no.” “We'll come to him later.” “Take it easy, Jim.” 
“Alhem,” said Ed Blodgett, “my wife’s brother-in-law ...” | 
oader. “No, Ed.” “My wife has a brother-in-law, too, and | 
f Just guarantee he’s ten times worse than yours.” 

ver to} “ “Well, then,” said Ed, modifying his statement, “how 
. | about Waldo Peterson?” 

ate nm} “Waldo has his good points,” said Sanders. “He gives 
us I} absolutely impossible calls and he does it with so much 
enthusiasm that any sportsman must admire him. I have 
ys the | seen him stop balls two feet in with all the aplomb of a 
it eats | Johnston Award winner.” 

“Waldo is a good choice,” said Merkins. “You can count 
2 on him in any round. Some of these others may give an 
- “An | excellent display in one tournament and then they'll dis- 
appoint you in the next. I saw Jones claim a set when the 
yank,” | score was actually 3-4. He looked so promising I kept my 
eye on him. But he was a complete fizzle. At least Waldo is 
in the | always in there pitching.” 

“Let’s put Haberman at No. 7,” said Blodgett. 

arked} “Hear, hear,” said Rogers. “Harasses his partner con- 
ago, | tinually. Belligerent abuse of his opponents. Thoroughly 
scene | detestable. Stoned on the streets of Melbourne.” 





nown.| ‘I dunno,” said Jim doubtfully. “I heard him say ‘Nice 
wis, | shot’ once.” 
harsh “Jim, Jim!” “Let’s keep the sections out of it.” “Florida | 


boy. Make Eddie Herr happy. . 

ds to} “Laramie for No. 8.” 

: “Good idea,” echoed Merkins. “No one is safe when he’s | 
. sus- | around—the : players’ mothers, tournament chairmen’ S Wives, Member Wilson Advisory Staf 
jately | debutantes, junior girls, women veterans . . . 

“He brought 17 aunts to the Orange tournament,” said 


atop Great stars 


keep- 
“Burbank has been married four times,” said Jim anxious- 


Jown, | /Y- | like 


“No, no.” “Boo-o-o-0.” “Quiet, Jim.” “Gentlemen, can we 


please have order!” * 
eee “Getting kind of late.” said Blodgett, examining his Jack Kramer 
pocket watch. “I told the little woman when I left that I’d 
him | Set to bed by midnight. She worries when I’m at these play Wilson 
, legs meetings.” 
kstop “Then let’s put Edwards at No. 9.” said Rogers. “Can't 
sent | member too much about him. Bad impression. Complete 
Totter. Something to do with drugs.” 
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t one 
“And now,” said Albertson, beaming at the members of 

> Ul « 8 WILSON SPORTING GOODS CO., CHICAGO = Offices in New York, San Franci 

the committee, “I think I hear a nomination from Jim!” en mee eee 

ks 

tac ‘ 99 6c cw } and 26 other principal cities. (A subsidiary of Wilson & Co., Inc.) 
. gal Hooray for Burbank.” “We’re with you, Jim.” “Yes, | 
” yes.” | 
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Maureen Connolly bowed to Beverly Baker 
Fleitz in the semi-finals, 6-0, 6-4, in one 
of the most important of early season 
tournaments. The Wimbledon champ 
seemed unable to reach her top form, 
while her ambidextrous opponent played 
hard and accurate tennis. Maureen’s only 
other losses in the last few years have 
been to Doris Hart, Louise Brough and 
Shirley Fry. 





<> eee 


Johnny Lesch (left), the 1953 National 

Junior Champ, reached the semi-finals of 

a strong men’s field by defeating Dick 

Doss, Cylde Hippenstiel and Jacque 

Grigry. Jerry Moss, the young Floridian 

currently attending Modesto, lost to Luis 
z Ayala in two close sets. 
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La Jolla Invitation 






FLEITZ DEFEATS CONNOLLY 


by NELSON FISHER 


Equally famous as a stepping stone 
for champions and a scene of unusual 
incidents (remember Pancho Gonzales’ 
1949 victory, with broken nose, over 
Ted Schroeder?) the 13th annual La 
Jolla Beach and Tennis Club Invitation 
championships the weekend of March 
12-14 were no exception. 

Upset of Maureen Connolly, world 
women’s singles champion, in the semi- 
finals of her first tournament of 1954 
and the wrapping up of his fourth men’s 
singles title by Tom Brown provided 
the news this year. 

There was nothing flukey in the down- 
fall of Little Mo, as set scores of 6-0, 
6-4 emblazoned by pert Beverly Baker 


Fleitz attest. Maureen, coming off her 
annual two-to-three month vacation 
from the tournament courts, happened 
to catch the Long Beach redhead at a 
high pitch of one of those twin-forehand 
rhythm streaks for which the ambidex. 
trous Beverly is noted. 

Little Mo’s own words are descriptive 
of the match. 

“Everything I hit at her she sent 
back. She was hotter than a fox; just 
too, too good,” rued the 19-year-old San 
Diego girl with customary frankness, 

Beverly, whose own brightly prom. 
ising career was temporarily interrupt- 
ed by marriage and motherhood, there- 
by gave herself a birthday present that 







Southern California Tennis Association Prexy Perry T. Jones presents the wome 
singles trophy to Beverly Baker Fleitz (right). Her finals opponent, Helen Perez, dé 
feated Louise Brough in the semi-finals. Photos, Lawrence Schiller. 
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made sports page headlines all around 
the world, It was the 24th anniversary 
for the new little mother, whose daugh- 
ter, Kimberly, accompanied Bev and 
Hubby John to the tournament. 

Beverly’s racquet retained its heat in 
the next day’s finals when she blitzed 
third-seeded Helen Perez (Mrs. Fleitz 
was seeded fourth) in the first set, lost 
the second but came back to win the 
championship, 6-0, 3-6, 6-2. 

To reach the semi-finals, Mrs, Fleitz 
subdued Dorothy Cheney, 6-1, 6-3, and 
Mary Ann Eilenberger, the National 
Junior champion, 6-1, 6-2. 

The persistent Mrs. Perez accounted 
for another prime upset in making her 
way to the title round. She toppled 
second-seeded Louise Brough, 6-3, 3-6, 
6-1, in the semi-finals. Before that Helen 
put out Darlene Hard, 6-0, 6-1, and 
Patsy Zellmer, 6-4, 6-0. 

In the form he displayed this year 
at the Beach Club, pet battle grounds 
for him, Lawyer Tom Brown outclassed 
his field. Previously he had won the 
tournament in 1946, 1950 and 1952. 
Last year he forced Tony Trabert to a 
long first set before Tony won out, 10-8, 
6-3. The hard-serving San Franciscan’s 
aggressiveness and passing shots beat 
down second-seeded Herb Flam in the 
championship match, 6-3, 6-4, thus up- 
holding his top seeding. 

Herbie, still based in the San Diego 
Navy, delivered his big effort of the 
flournament in the semi-finals when he 
stopped UCLA’s Bob Perry, 6-4, 6-4. 
Previously Flam had defeated Franklin 


Johnson, 6-2, 6-4, Art Anderson, 6-1, 
6-3, and Arthur Cheney, 6-1, 6-1. 

Brown lost one set in his march 
through the tournament. This was the 
first set of his quarter-finals against 
Ron Livingston, the 1953 National In- 
tercollegiate runner-up from UCLA. 
Tom settled down to admonish his op- 
ponent in the next two sets to win the 
match, 4-6, 6-4, 6-1, then quelled Johnny 
Lesch, the National Junior champion, 
6-3, 6-0, in the semis. 

Master Lesch provided two of the sur- 
prises in the men’s field. Himself un- 
seeded, John derailed the No. 4-ranked 
Clyde Hippenstiel, 8-6, 8-6, in the 
second round. He followed up with a 
6-1, 2-6, 7-5 score over Jacque Grigry. 

Another notable performance in the 
men’s field came from Luis Ayala, top- 
ranking Ohilean who has been spend- 
ing several weeks of both academic and 
tennis schooling in Southern California. 
Ayala defeated Jerry Moss, Western 


Junior champion, and Robin Willner be- 


fore bowing out in a match in which he 
severely scared Bob Perry, 10-8, 1-6, 
6-4. 

Miss Brough and Margaret Osborne 
du Pont exhibited the class of their 
nine-year national championship rule 
of women’s doubles in capturing that 
division of the Beach Club affair. They 
lost only eight games in their three 
matches, defeating Gracyn Kelleher and 
Julia Sampson in the title round, 6-1, 
6-3. 

The UCLA combination of Bob Perry 
and Ron Livingston dominated the 





Champions Tom Brown and Beverly Fleitz with their La Jolla Beach and Tennis Club 
trophies. This was the tournament's 13th annual event. 


World Tennis 





Tournament host William S. Kellogg, 
president of the La Jolla Beach and Ten- 
nis Club, with the men’s finalists — the 
Navy’s Herb Flam and lawyer Tom Brown. 





Chile’s Luis Ayala, the 20-year old sensa- 
tion, teamed up with Little Mo in the 
mixed doubles. They reached the semi- 
finals where they lost to Margaret du 
Pont and Clyde Hippenstiel, 4-6, 6-1, 6-3. 
Photo courtesy San Diego Union. 


men’s doubles only after an extended 
duel in the finale against Flam and Tom 
Brown, 6-8, 6-4, 8-6. 

Mrs. du Pont shared another cham- 
pionship when she and Clyde Hippen- 
stiel won the mixed doubles title from 
Miss Brough and Robert Perez, 6-2, 9-7. 
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The tennis brass at the 1954 tournament. (L to r) Jim Moffet, vice-president of the 
USLTA; Bill Kellogg, vice-president of the Southern California Tennis Association; 
tennis mogul Perry T. Jones; and Victor Denny, Western Regional vice-president of 


the USLTA. 





The men’s doubles finalists, Herb Flam and Tom Brown, with the tournament winners, 
Bob Perry and Ronnie Livingston of UCLA. 


IRISH NEWSLETTER 


by J. A. DOWNEY 


Davis Cup season is here again. This 
statement must sound rather strange to 
Australian and American readers as their 
interests only ended a few months ago. 
However Irish hopes were dashed almost 
a year ago at Helsinki when we lost to 
Finland. 

This month our team makes the long 
journey to Vienna to fulfill a first round 
tie with Austria. This will be the second 
meeting between the countries. In 1925 


23 


Austria beat our team of C. F. Scroope, 
L. M. Meldon and S. F. Scroope by four 
matches to one. We have been competing 
in Davis Cup since 1923 and have only 
once reached the fourth round. This was 
in 1936 when, following victories over 
Sweden and Switzerland, our team of 
George Lyttleton Rogers and T. G. 
McVeagh were routed by the Germans, 
Von Cramm and Henkel, 5-0. 

The Irish team should be the same as 


LA JOLLA INVITATION 
March 12 to 14 


Men’s Singles 


First Round, Tom Brown d. Mel Gallagher, 6.1, 
6-0; Warren Brown d. Donald Eisenberg, 6-2, 4.4 
6-4; Ronald Livingston d. Robert Bowden, 6-1, 6-3: 
Robert Perez d. William Coats, def.; Clyde Hip. 
a d, James Perley, 6-1, 6-3; John Lesch ¢, 

ichard Doss, 7-5, 6-8, 6-4; Jacque Grigry d. Carl 
Eltzholtz, 5-7, 6-4, 6-4; Lawrence Huebner ¢ 
Ralph Wyer, 6-2, 6-0. 

Herbert Flam d. Arthur Cheney, 6-1, 6-1; Arthur 
Anderson d. Bert Brown, def.; Franklin Johnsog 
d, William Crosby, def.; John Fleitz d. James Read, 
0-6, 6-4, 10-8; Bob Perry d. David Inman, def.; 
Vincent Fotre d. Alan Call, 6-4, 3-6, 6-3; Robin 
Willner d. Robert Kelleher, 6-3, 6-3; Luis Ayala 
d. Gerald Moss, 6-4, 7-5. 

Second Round. T. Brown d. W. Brown, 6-1, 6.0; 
Livingston d. Perez, 7-5, 6-4; Lesch d. Hippenstiel, 
8-6, 8-6; Grigry d. Huebner, 7-5, 7-5; Flam 4, 
Anderson, 6-1, 6-3; Johnson d. Fleitz, 2-6, 6-1, 6.2; 
Perry d. Fotre, 6-1, 6-4; Ayala d. Willner, 36, 
6-3, 6-2. 

Quarter-finals. Brown d. Livingston, 4-6, 6-4, 
6-1; Lesch d. Grigry, 6-1, 2-6, 7-5; Flam d. John. 
son, 6-2, 6-4; Perry d. Ayala, 10-8, 1-6, 6-4. 

Semi-finals, Brown d. Lesch, 6-3, 6-0; Flam 
d. Perry, 6-4, 6-4. 


Finals. Brown d. Flam, 6-3, 6-4. 


Men's Doubles 


First Round. Flam-T. Brown d. Wyer-Cheney, 
6-1, 6-3; Read-Doss d, Gallagher-Kelleher, 3-6, 6-3, 
6-3; Ayala-Hippenstiel d. erley-Eisenberg, 6-2, 
6-3; Fleitz-Huebner d. Canning-Bond, 6-4, «-8, 6-3; 
Perez-Fotre d. Johnson-Eltzholtz, 6-2, 6-2: ‘Willner. 
Grigry d. W. Brown-Galloway, 6-2, 6-i; Perry. 
Livingston d. Coats-Inman, def.; Call-Anderson d, 
Lesch-Moss, 6-2, 6-3. 

Quarter-finals. Flam-Brown d. Read-Doss, 6-4, 
6-4; Ayala-Hippenstiel d. Fleitz-Huebner, 6-3, 6-4; 
Willner-Grigry d. Perez-Fotre, 1-6, 6-4, 9-7; Perry- 
Livingston d, Call-Anderson, 9-7, 6-2. 

Semifinals. Flam-Brown d. Ayala-Hippenstiel, 6-3, 
6-8, 8-6; Perry-Livingston d, Willner-Grigry, 9-7 


Perry-Livingston d. Flam-Brown, 6-8, 


Women’s Singles 


First Round. Maureen Connolly d. Bonnie Mae- 
Kay, 6-0, 6-1; Mary Prentiss d. Jean Laird, 6-0, 
6-0; Beverly Fleitz d. Mary Ann Eilenberger, 6-1, 
6-2; Dorothy Cheney d. Barbara Breit, 7-5, 6-2; 
Louise Brough d. Dennis Bradshaw, 6-1, 8-6; Alex 
Hufty d. Pat Todd, def.; Helen Perez d. Patricia 
Zelimer, 6-4, 6-0; Darlene Hard d. Julia Sampson, 
7-5, 3-6, 7-5. 

Quarter-finals. Connolly d. Prentiss, 6-1, 6-2; 
Fleitz d. Cheney, 6-1, 6-3; Brough d. Hufty, 6-0, 
6-0; Perez d. Hard, 6-0, 6-1. 

Semi-finals. Fleitz d. Connolly, 6-0, 6-4; Perez d. 
Brough, 6-3, 3-6, 6-1. 

Finals, Fleitz d. Perez, 6-0, 3-6, 6-2. 


Women's Doubles 


First Round. Brough-du Pont d. Laird-Bradshaw, 
6-1, 6-0; Ejilenberger-Zellmer d. Cheney-Prentiss, 
1-6, 6-2, 8-6; Connolly-Todd d. Hard-Breit, 6-4, 
6-2; Kelleher-Sampson d. Perez-Fleitz, 8-6, 7-5. 

Semi-finals. Brough-du Pont d. Eilenberger-Zell- 
mer, 6-3, 6-0; Kelleher-Sampson d. Connolly-Todd, 
6+3, 3-6, 6-0. 
inate. Brough-du Pont d. Kelleher-Sampson, 6-1, 
6-3. 


Mixed Doubles 


Pont-Hippenstiel d. 
6-3; Brough-Perez 


Semi-finals. du 
Ayala, 4-6, 6-1, 
Grigry, 12-10, 6-1. 

Finals. du Pont-Hippenstiel d. Brough-Perez, 6-2, 
9-7. 


Connolly-, 
d. Cheney-: 





last year, with Joe Hackett and Guy Jack- 
son once again carrying Ireland’s col- 
ours, They should gain invaluable as 
sistance from Aussie Pro Peter Caw- 
thorne, who has been coaching them for 
the past month. Cawthorne has taken up 
a temporary appointment with the Lein- 
ster Council of the I.L.T.A. and will 
coach clubs and schools as well. 

The Austrians, with such fine players 
as Alfred Huber, Hans Red! and 6. 
Specht, will prove very tough opposi- 
tion. Our players will want to be at their 
best if we are to pass into the next round. 
The winners will meet India. 
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Pvt. Grant Golden took advantage 
of a furlough to play in (and win) 
the Western Indoor Championships 
... The William M. Fischer Lawn 
Tennis Library has started a special 
memorial fund in the name of two 
of the best known tennis personali- 
ties in the country, Samuel P. Hardy 
and Charles E. Hall. Sam Hardy was 
a former Davis Cup captain and was 
loved and admired by everyone who 
knew him in the tennis world. 
Charlie Hall was an official in both 
the USLTA and ELTA. Contribu- 
tions to the fund should be sent care 
of the Library, 120 Broadway, New 
York City. 

* * * 

When Art Larsen caught a glimpse 
of the Bell & Howell 8 mm. movie 
cameras, which were the prizes for 
the mixed doubles winner at the 
Caribe-Hilton Hotel, he tried des- 
perately to get himself a mixed dou- 
bles partner. Unfortunately for him, 
the rumor that all his mixed partners 
end up in tears and, what is ‘worse, 
don’t even win, had preceded his 
arrival. The mixed doubles team of 


Doris Hart and Vic Seixas addressed 
each other during the early rounds 
as Miss Bell and Mr. Howell, while 
the Mulloy-Fry combination re- 
ferred to each other as Miss Howell 
and Mr. Bell. 

* * * 

Dorothy Watman Levine, the new 
National Indoor Queen, will play 
England and tour the Continent with 
Mexico’s tiny Mela Ramirez .. . 
Texas’ modest Bernard Gerhardt is 
currently attending the Provost 
Marshall General School at Camp 
Gordon ... The Passaic Valley sub- 
section of the North Jersey section 
was addressed on April 15th by Dr. 
Eugene McCauliff of Glyco Products 
Company on the subject of “Chemi- 
cal Additives in Foods.” Eugene 
(“Just call me Doc”) won the Na- 
tional Clay Court doubles in 1937 
and the Indoor doubles in 1933 and 
1939, 

* * * 

A new district association, the 
Colorado Tennis Association, was 
formed at a meeting on March 19th 
at the Denver Country Club. Bud 





The tennis-playing Coopers of Louisville, Kentucky: Billy, age 14; Bobby, 10; Jackie, 9; 
Tommy, 7; Chuck, 6; and Timmie of the big forehand, age 2. 
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Robineau was elected President, 
with Sam Milstein, Michael Reidy 
and J. Earl Schlupp as Vice Presi- 
dent, Secretary and Treasurer re- 
spectively Billy Talbert has 
formed the Chesapeake Printing 
Corporation, a new company within 
Chesapeake Industries, which is one 
of the two Robert R. Young holding 
companies. The new printing cor- 
poration will deal in corporate finan- 
cial bank note printing. Talbert is 
the President and will remain at 
Security Bank Note Company as 
Vice President. 
26 * * 

The Walker Park Racqueteer, a 
Staten Island mimeographed tennis 
publication, has three times the staff 
of WORLD TENNIS, with adver- 
tising managers, research editors, 
society columnists, etc. The newsy 
little mag carries everything from 
personal items by its editor, Joe 
Nash, to the complete rankings of 
every country in the world . . . Roy 
Evans. one of Florida’s best known 
sportsmen, entertained the competi- 
tors at the Good Neighborhood tour- 
nament with a party aboard his 
yacht, “For ’Evansake.” Roy hired 
a trick waiter who pulled such gags 
as trying to walk through a doorway 
carrying a water ski the wrong way, 
dropping a case of cokes overboard 
so that everyone thought someone 
had fallen in, and carrying a tray 
with a pitcher of water glued to it, 
causing Susie Herr to go into a 


panic. 
* * * 


Mr. & Mrs. Monte Ganger vaca- 


tioning at the Caribe Hilton. . . The 
Philadelphia Tennis Patrons Asso- 
ciation provides over 100 tennis 
rackets to be loaned to interested 
children at four different locations 
in the city. Almost 1500 boys and 
girls borrowed the rackets, yet in 
two years they’ve never lost one... 
Maureen Connolly and Dodo Bundy 
took a flying trip to Honolulu to 
play a series of exhibitions on the 
island. Little Mo says that for the 
first time she decided to see what 
golf was like. On her premier she 
shot an 80—that is, for nine holes. 
Says she in her column for the San 
Diego Union: 
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Movie star Debbie Reynolds is pictured 

with Toledo’s Vic Braden. Vic is entered 

in the World Professional Championships, 
to be held in Cleveland this month. 


‘“‘When we emerged on the 
straightaways, I’d wind the club up 
around my neck, swing with all my 
might, and, if lucky, would hit the 
ball an aggressive five feet. Our 
caddy and other players started giv- 
ing me tips about keeping my right 
arm straight (I’m a southpaw), 
watching the ball closely, flexing the 
wrists, swinging the hips and tril- 
lions of other necessary things. By 
the time I finished thinking about all 
those things, I forgot to hit the ball. 
Golf isn’t relaxation—it’s nerve- 
wracking. On the eighth hole a 
water hazard loomed up so I just 
sat down and had a good cry. It was 
just too much to ask of a poor little 
tennis player.” 

* * * 

Named to the Spanish Davis Cup 
Team were Martinez, Draper, Fer- 
rer and Olozaga ... Frenchmen Paul 
Remy and Robert Abdesselam are 
currently touring Turkey . . . South- 
ern California has 121 ranked juniors 
and about 750 who play in tourna- 
ments. Over 100 of them play at the 
L. A. Tennis Club . . . Rumor is 
that Frank Sedgman may be through 
with professional tennis by the end 
of the year... Bob Falkenburg and 
his Brazilian teammate, Armando 
Vieira, will compete together at 
Monte Carlo for the Butler Cup. 
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Shauna and Tony Trabert were 
the house guests of Mr. & Mrs. R. 
L. Parrish during the Everglades 
tournament at Palm Beach. At the 
annual Parrish cocktail party hon- 
oring the players were the elite of 
the Palm Beach social set .. . Texas 
Interscholastic League rules pro- 
hibit any high school] player from 
accepting a trophy exceeding $2 in 
value ... Ladislav Skonecki has ac- 
cepted an offer from the Belgian 
Association to stay one month in 
that country (April 18 to May 18th) 
to train and play with Philippe 
Washer and Jackie Brichant. 

* * * 

Don Budge quit the Jack Kramer 
Pro Tour to return to the Town 
Tennis Club in New York City. 
He is currently being replaced by 
Carl Earn The Professional 
Lawn Tennis Championships in 
England will be played at Scarbor- 
ough from July 26th to 31st... 
The Slazenger 1953 Davis Cup film 








bake a 2 Bek 

Dolly and Vic Seixas are snapped on the 
putting green of the Flamingo Hotel in 
Miami Beach. Photo, Lou Koch Service. 


takes an all time prize for tops in 
tennis movies. The one-hour show 
starts off with the beginnings of the 
Davis Cup. On the screen are pic- 
tures of Norman Brookes in action, 
Jack Crawford in his championship 
days, Don Budge as a young boy, 
Lew Hoad at the age of eleven and 
so on. The action movies of the 
Davis Cup itself are excellent, show- 
ing close-ups of a great deal of all 
five matches. One unhappy Ameri- 
can was heard to comment that the 
applause for Trabert and Seixas was 
probably dubbed in. The film is 
available for clubs and schools on 
a rental basis at a charge of $25. 
Applications should be made to the 








USLTA at New 


York City. 


120 Broadway, 


+ Y * 


A plan to construct some tennis 
courts on top of a newly completed 
water reservoir in Inglewood, Cali- 
fornia, was dropped when Gene 
Mako, currently in the court con- 
struction business, said the idea 
would be too costly to be practical 
... The Harlem Globe Trotters at- 
tracted larger crowds than the Davis 
Cup when they played on a tarpaulin 
stretched over the tennis court at 
Kooyong Stadium in Melbourne... 
Sidney Wood took a five-day flying 
trip to Europe on a combination of 
business and tennis. The tennis an- 
gle was to arrange for films of Wim- 
bledon suitable for use on the new 
National Invitation TV show. 

*x * * 

Frank Shields chairmans the Palm 
Beach Golf tournament for the bene- 
fit of the New York Boys’ Club. 
Among the big names who will 
play in the event are Henry Ford, 


II, Leonard Firestone, Robert R. 
Young, Dan Topping and Milton 


Eisenhower ... Eastern LTA um- 
pire Leo Tulley entertained the play- 
ers of the Good Neighbor tourna- 
ment at his fabulous home on Star 
Island .. . Most Surprising Event 
of The Year: The players at the 
Caribe Hilton Tournament chipped 
in $3.00 each and threw a party for 
the tournament officials! 

Ps » * 

Vic Seixas cancelled plans for an 
early tour of Italy in order to play 
the opening match on the National 
Invitation TV Round Robin tour- 
. Don Budge recently 


mament .. 






Shirley Fry will skip the Italian and French 
championships this year and plans to 
play only the tournaments in England. 
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Lucky Jim Phillips is surrounded by tennis’ most famous glamor gals — Gorgeous Gussie 
Moran (center) and Nancy Chaffee Kiner. Photo, Racquet Club of Palm Springs. 


remarked that moaern tennis play- 
ers don’t compare with those of the 
30’s. Vic Seixas, Art Larsen and 
Gardnar Mulloy took exception to 
the statement. In an announcement 
to the newspapers, Mulloy said. “The 
top players then might have been 
better than now, but the general 
caliber of play today is higher.” 


* * * 


Mrs. Maude Barger Wallach, a 
former National Champ in 1908, died 
at her home in Baltimore. Mrs. 
Wallach was a good friend to many 
of the players and was directly re- 
sponsible for the encouragement of 
and assistance to some of the na- 
tion’s best ... Bob Mathias has been 
taking golf lessons from former ten- 
nis great, Ellsworth Vines ... Nancy 
Kiner plans to compete in a few of 
the Eastern tournaments and _per- 
haps the Nationals Millicent 
Lang will play three tournaments in 
England, culminating in Wimble- 
don. 

* * * 

Top junior Mary Slaughter is play- 
ing on Virginia’s tennis team. Last 
week Virginia beat Michigan State, 
7-3, with Mary defeating her male 
opponent, Arnold Hoffman, 6-2, 6-4 
... A few weeks later, Lewis & Clark 
College tried to play a woman, Lor- 
raine Dimoff, in a Northwest Confer- 
ence match. Their opponent, Wil- 
lamette University, cancelled the 
scheduled match on the grounds that 
the league had been organized for 
men’s athletics and that girls should 


32 


not compete... Jon Douglas, the all 
around Santa Monica High athlete, 
will enroll at Stanford. Jon is not 
only an outstanding quarterback and 
a fine basketball player but he is also 
an honor student. He says he will 
give up other sports to concentrate 
on his tennis. 
* * * 

Mr. H. David has been reappoint- 
ed captain of the British Davis Cup 
Each year River Oaks at- 


team ..... 


2eVnernuerr 
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Spectating at the Caribe Hilton tournament are Conrad Hilton, Cyd Charisse and 


tracts bigger and bigger crowds, and 
each year the club has had to con- 
struct additional seats to take care 
of the additional spectators. Perma. 
nent stands now line Court One, 
with elevated boxes behind both 
baselines, Six additional boxes were 
constructed this year to accommo- 
date 48 more spectators ... Pancho 
Gonzales is currently leading in 
money pocketed on the Pro Tour, 
He has $30,000 as against Segura’s 
$28,800 and Frank Sedgman’s $24. 
500. Don Budge left the tour with 
over $12,000 in winnings during his 
three months play. 
+ * + 


The two Wimbledon champs had 
bad luck in tournaments last month. 
Maureen Connolly entered all three 
events at La Jolla and failed to reach 
the finals of any. Vic Seixas found 
it even more frustrating when he 
reached the finals of all three events 
in Puerto Rico and took runner-up 
trophies in all of them .. . Reno's 
Barbara Bradley and Los Angeles’ 
Barbara Kimbrell flew to Monte 
Carlo on April 9th to play the Con- 
tinental Circuit. The two will team 
up in doubles and compete in Nice, 
Florence, Copenhagen and England. 

* * * 


Teddy (“Lace Panties’) Tinling 
playing tennis with Elizabeth (“Bun- 
ny”) Ryan during his recent visit to 
the Coast ... According to those Los 
Angeles stars who have seen her, 
young Barbara Benigni may be an- 
other “Little Mo.” She is a pupil of 
John Gardiner at Pebble Beach... 
Doris Hart will play doubles with 


rr. 





Tony Martin. Standing behind them are Sven Davidson and tournament chairman 
Bill Harris. 
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| Wayne Sabin, pro at the Northwood Country Club in Dallas, and fifteen of Texas’ 





top juniors. Photo, Curtis Mayborn. 


'Maureen Connolly at Bournemouth 
‘and Paris. Her regular doubles part- 
ner, Shirley Fry, will go abroad with 
Margaret duPont and Louise 
Brough. Doris sails from New York 
|on the Queen Elizabeth on April 21. 
| »* * * 


Paul Weever, a Santa Monica ten- 
| nis player, is Majorca’s newest resi- 
dent. He has taken a villa near that 
of Wilma and Stanley Smith... 
Mercer Beasley’s brother Chauncey, 
who is an instructor in Latin at St. 
George’s School in Newport, has 
written a book entitled “Tennis in 
Latin” in which Latin grammar is 
taught “by the rules and in the spirit 
of tennis.” .. . Julie Sampson is cur- 
rently working for a stock brokerage 
frm and does not plan to compete 
in the European tournaments. Her 
hours are from 7:00 a.m. till noon. 

ok * * 

The pros had one of their most 
successful stands at Pebble Beach. 
The first match got off to a late start 
when Pancho Gonzales, who was 
scheduled to play the opener, arrived 
45 minutes late. When he finally ar- 
tived, he was dressed in his regular 
street clothes. He thought the match 


‘| was to be played in the evening, and 


the only reason he had stopped by 
was that he was attracted by the 
crowds who were lined up waiting to 
see him! 

* * * 

Teddy Tinling predicts that tennis 
bloomers will be successful “if one 
well placed player will wear them.” 
Maureen, he says, dislikes to wear 
a startling costume since she feels 
she could not concentrate if people 
Were to stare at her clothes rather 
than her strokes. Teddy made a spe- 
tial trip to San Diego to see her 
(“a bit of a surprise”) during his 
visit to the Coast .. . Elmer Griffin 
has become a Texan again and is 
making his home in Fort Worth... 
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Martin Buxby, well-known professional, 

has just finished another highly successful 

season at the Hollywood Beach Hotel in 

Hollywood, Fla. Photo, Spencer-Donbar 
Studio. 


Tony Vincent and Malcolm Fox 

made their European journey on the 

S.S. United States. 
* * * 

Danny Arnstein, who won fame 
during the war as builder of the 
Burma Road, entertained the mar- 
ried couples—the Mottrams, the 
Nielsens, the Greenbergs and the 
Seixas’—during their stay at Miami 
Beach .. . Karol Fageros, the beau- 
tiful young Florida star, was escorted 
to the tennis ball at the Caribe 
Hilton Hotel by Conrad Hilton him- 
self. Also at the party were Tony 


Martin and his lovely wife, Cyd Cha- 
risse ... One of the better Eastern 
prospects is 12-year old Frank 
Shields, son of the famous F. X 
PLTA Prexy Mercer Beasley pre- 
dicts that Frankie will be as famous 
as his Pop. 
* x ” 

Several years ago, a crowd of ex- 
cited youngsters in a New Jersey 
town announced that they had found 
the charred remnants of a yellow 
newspaper, dated 1911, in the ruins 
of an old tennis clubhouse, Appar- 
ently the clipping was one of the 
few items that had escaped destruc- 
tion in a fire. The clipping related 
the passing of George Kroavny, the 
town’s tennis idol. “Let’s have a 
memorial tennis tournament for Kro- 
avny,” urged the youngsters. Their 
enthusiasm for an event honoring 
the tennis champ spread quickly 
through the town. Oldsters began to 
recall matches in which they had 
played against Kroavny or outstand- 
ing wins that Kroavny had had be- 
fore his untimely death, “Superb net 
game,” they said. 

* * * 

The Kroavny Memorial tourna- 
ment became a reality, and for sev- 
eral years it was the main event in 
the town’s tennis schedule. After the 
tournament had been firmly estab- 
lished, it was revealed that Kroavny 
was a figment of the youngsters’ 
‘magination. He had never existed 
and the newspaper clipping had been 
printed as a sort of April Fool’s joke. 

* * * 

Mary Hardwick suggests that the 
Wightman Cup matches would at- 
tract a far larger crowd if they were 
held in Washington D. C. Last year’s 
matches at the Westchester Country 
Club attracted small crowds and lit- 
tle publicity. Sez Mary: “The Cup 
contest would be a social event and 
draw as much as it does when it’s 
played at Wimbledon.” 

oa . * 


Another Yugoslav player, Trajy- 
lovic, has escaped from behind the 
Iron Curtain ... Europe should have 
the greatest number of American 
participants for this year’s circuit. 
Already over and playing are Budge 
Patty, Gil Shea, Andy Stern, Tony 
Vincent, Malcolm Fox, Wayne Van 
Voorhees, Wilma Smith and the two 
Barbaras (Kimbrell and Bradley) ... 
England’s J. M. Kosky has written 
a Calypso song on tennis. Don 
Budge, who has one of the records, 
says it’s a cute novelty number on 
tennis stars. 

x * * 

The Barbara Ward who teamed 
with Dorothy Levine to win the Na- 
tional Indoor Doubles is the former 
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Mr. and Mrs. Vincent Fotre reached the 
finals of the Racquet Club mixed doubles 
tournament in Palm Springs, California, 
where they dropped the title to Nancy 
Kiner and Cornwall Jackson. 


Barbara Wilkins from New Rochelle 

. Mike Blanchard, who will be 47 
in May and a grandfather in June, 
won the National Indoor Mixed with 
Lois Felix . . . Seymour Greenberg 
surprised all the players when he 
appeared on the Florida circuit with 
his very attractive wife, Wanda. 
Seems nobody knew he was married, 
although the happy event took place 
two and a half years ago. The first 
anyone knew Wanda was not just 
his date was when Seymour edged 
into a picture for married couples 
only. 

* * * 

The tournament hosts at Baran- 
quilla (Messrs, Chunmaceiro, Ca- 
priles, Broer and Kion) outdid them- 
selves by arising at 4:00 a.m. to see 
their departing guests (Messrs. 
Larsen, Davidson, Mottram, Stewart 
and Mulloy plus Mrs. Mottram and 
Miss Fletcher) safely to the airport. 
The only wide-awake member of the 
party was Larsen, since this is his 
usual retiring time . .. Lewis Hoad 
was not able to defend his Australian 
Hard Court title which he won in 
1952 and 1953 because of his national 
service training. 

* ~ * 

The demand for tickets at Wim- 
bledon, with every available seat al- 
ready sold, will be allayed this year 
through a new system, Season ticket 
holders who leave before the end_ of 
the day’s play can turn in their 
tickets, which will then be distrib- 
uted to members of the public... 
New books received from WORLD 
TENNIS readers include “Cradle of 
Lawn Tennis” by P. H. Stone and 
“Squash Racquets’”’ by Walter 
Debany. 
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British Lawn Tennis professionals 
have decided to stop their work with 
amateur coaches. These amateurs 
were taught by the L.TA for the last 
seven years and were turned out at 
the rate of 500 a year. The pros 
kicked when they felt that there were 
too many “black sheep” among the 
amateur coaches who were taking 
payment for lessons, 

* * * 

Dr. Daniel Penick, who has held 
the presidency of the Texas LTA for 
over 35 years, is celebrating his 55th 
year of Bible Class teaching .. . The 
eight-week “Sunshine Circuit” in- 
cludes five countries and four differ- 
ent playing surfaces — Jamaica, 
Puerto Rico, Colombia, Venezuela 
and the U.S., and concrete, grass, 
clay and asphalt ... Aussie coach 


Harry Hopman has announced his 
national rankings. He places Lew 
Hoad at number one, Ken Rosewall 
at two, Mervyn Rose at three, ane 





Vi Peoples and Bill Lepper receive their 

Palm Springs mixed doubles (Class A) 

trophies from Tony Curtis (I.) and Janet 
Leigh (r.). 


Hartwig at four, George Worthing- 
ton at five, John Bromwich at six 
and Clive Wilderspin at seven. 

* Pa * 

Charlie Wood of the Coral Beach 
Tennis Club lays claim to being the 
first ranking amateur to turn profes- 
sional. This was 30 years ago (in 
1924). Three years later, twelve pros 
formed what is now the Professional 
Lawn Tennis Association of the U. S. 
The first Pro Tour also took place 
in 1927, with Suzanne Lenglen, 
Mary K. Browne, Vinnie Richards, 
Howard Kinsey, Harvey Snodgrass 
and Charlie. All but Charlie turned 
pro in 1927 under the direction of 
“Cash and Carry” Pyle, who pro- 
moted the tour. 

*x * * 

The Baltimore Junior Davis Cup 
Association has nominated three 
juniors for the tennis camp spon- 


sored and directed by Jack Kramer, 
The boys are Dick Katz, age 15, sec. 
ond ranking boy in the Middle Atlan. 
tic; Dave Freishtat, age 17, a fresh. 
man at the University of Maryland; 
and Buzzy Hettleman, age 19, cur- 
rently ranked number five nationally 
in the juniors, The Baltimore Asso- 
ciation has raised sufficient funds to 
pay the round trip fare of these three 
boys to California so that Kramer 
will be able to judge fer himself, 


Sven te a has re aia to play 
for Sweden in an international match 
with Russia. The Russians agreed to 
play the match only if Sven com- 
peted. The Russian team, consisting 
mostly of old-timers, would be no 
match for the high-ranking Scandi- 
navians ... Gloria Butler has re- 
cently invested money in Phillippe 
Chatrier’s magazine, TENNIS DE 
FRANCE . The Tennis Player's 
League is now accepting women 
members ... Ham Richardson will 
defend his Intercollegiate title this 
June. 

* * 8 

Harold Lebair, Chairman of the 
Amateur Rule Committee, has issued 
a statement to clarify the new “ten- 
nis counselor” rule: “A boy or girl 
who is an undergraduate in high 
school or college may take a job 
during his summer vacation as assist- 
ant to the professional at a club or 
summer camp without losing his 
amateur status providing payment is 
made by the month or season rather 
than per lesson.” 


USC Defeats Stanford, 5-4 


by TED STAINBACK 
Palo Alto, April 10 
Playing before the television cam- 
eras, the University of Southern Cal- 
ifornia tennis team defeated Stanford 
University, 5-4. In the top singles 
contest, Stanford’s Jack Frost, 
ranked 2lst in the nation, took a 
straight set victory 


24th. Frost’s superior net game and 
serve was the deciding factor. About 
1,000 fans turned out to view the 
game in person. 


Results 

Singles. Jack Frost (STAN) d. Jacque Grigry, 
6-3, 6-4; Alan Cleveland (ose) 4 Art Fish, 3-6, 
6-4, 7-5; Alan Call (USC) d. Gary Gray, 4-6, a3 
6-4; Jim Perley (USC) d. Jim Cornish, 6-2, 6-3; 
Henry a bh d. Dick Haskell, 8-6, 6-3; 
Dave Duff (STAN) d. George Ewens, 6-2, 6-3. 

Doubles. Cleveland. Grigg” (Us yd d. Frost-Grey, 


6-1, 7-5; Fish-Cornish d. Eichell-Call, 
ro 6-33 Perley-Haskell use). d. Sutcliffe-Duff, 
-4, 8 


CALIFORNIA gy moe USC, 5-4 
Berk , April 9 

Singles. Grigry (USC) d. Hyde, 6-1, 7-5; 

Demas (C) d. Cleveland, 6-3, 7-5; Peterson (C) 

d. se, 6-3, 4-6, 6-1; Perley See) d. Pimley, 

6-2, 9-11, 6-4; Haskell (USC) d ag 6-3, 3-6, 

6-4; Muehleisen (C) d. Eichell, 6-3. 

Doub Grigry-Cleveland sc) “4 Hyde- 
Demas, 3-6, 6-4, 6-4; Pimley-Woods (C) d. Call- 
Fischell, 7-5, 4-6, 7-5: Peterson-Muehleisen (C) 
d. Perley-Haskell, 6-3, 6-2. 
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over Jacque, 
Grigry, 6-3, 6-4. Grigry is ranked’ 
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There have been comparatively few 
fve set finals in the history of the 
Wimbledon Championships, despite the 
fact that the finalists are generally the 
wo best amateur players in the world, 

It is just 21 years since the match 
which was generally recognized as the 
greatest Wimbledon ever. On Friday, 
July 7th, 1933, H. Ellsworth Vines 
(America) entered the Centre Court of 
Wimbledon to defend his All Comers 
Singles Title against John Herbert Craw- 
ford from Australia, 

Wimbledon 1933 was the meeting 
to which H. W. “Bunny” Austin intro- 
duced shorts. The French Period, peop- 
led by six French Champions had ended 
in 1930. In 1931 Sidney B. Wood, at 19, 
became the youngest champion in Wim- 
bledon history. The next year, Flls- 
worth Vines, a 20-year old, linked the 
American chain of Champions in com- 
pletely crushing style. 

Vines was born in Los Angeles on 
September 29th, 1911. He had won the 
American Finals in 1931 at the age of 
19 by beating the World’s No. 1 player. 
Henry Cochet. Wimbledon waited to 
test the greatness of the youth. Vines 
displayed such completely shattering 
power that he conceded only 19 games 
in the last three rounds. His finals vic- 
tim was Bunny Austin, whom he 
crushed 6-4, 6-2, 6-0. The American’s 
dosing set was one of the finest single 
sets ever seen. 

Vines had the big game. Serve fol- 
lowed serve and aces flowed as the Cali- 
fornian unleashed a uniform delivery of 
blinding speed. Any returns were put 
away with shots, all of equal force. He 
soft balled nothing—back hand, fore- 
hand, volley, smash, ground strokes. All 
found the target at a consistent velocity 
never quite equalled by another. 

Crawford had won the Australian 


‘|Championship from 1931 to 1933. He 


had taken the Victorian State Crown 
while still a junior. Born in Sydney, 
Crawford was a very old fashioned 25. 
He used a broad headed racquet, 19th 
century style, and wore long sleeved 
shirts and, of course, long pants. He 
added to the general old world aura 
during a match by ordering a pot of tea 
with hot water, milk and sugar on a 
tray. At intervals he poured the tea and 
added the water to the pot, drank the 
cup with hurried gentility and then car- 
tied on the fight. Strangely it never af- 
fected his concentration though some- 
times it did appear that he lacked the 
teal killer instinct. In style, his game 
was easy and rhythmically even. It was 
all accuracy and feather touch. 
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The Greatest Wimbledon Final 
Crawford vs. Vines 


by EUGENE G. DOWNEY 


Playing his shots, Vines used every 
ounce of energy. In between times he 
carried his lanky, lean brown frame on 
funereal steps to serve or receive, or to 
towel himself at the umpire’s chair. 
Everything was unhurried. Bob Falken- 
burg incurred wrath in 1948 by his 
stalling to the point of lying down on 
the court between rallies. Falkenburg 
had very good reason for this, but his 
tact could be questioned. Vines was the 
very finest type of American, respectful 
and courteous to officials and opponents, 
even to the hallowed arena in which he 
won such glory. 

In the year in question, Vines and 
Crawford were seeded Nos. | and 2 re- 
spectively. Both met unexpectedly stiff 
opposition in the first round. Crawford 
was taken to five sets by “Booby” Maier 
of Spain and Vines nearly lost two sets 
to an unknown Northern qualifier, A. 
T. England. 

The quarter-finals brought Vines 
against Czechoslovakia’s Roderick Men- 
zel while Crawford disposed of G. P. 
“Paddy” Hughes, 6-1, 6-1, 7-5. The 
semi-finals were both four setters. The 
Australian beat the Orient’s Jiro Satoh, 
and the holder knocked out Henri 
Cochet. The Final was set with veteran 
umpire Mr. A. E. Hickson taking the 
chair. Little could that expert of 53 
Wimbledons foresee that it would be a 
match, in his own words, “Unequalled 
in intense quality and sustained excite- 
ment.” 

It was a pleasant day, gently warm, 
with just a hint of a breeze. The beauti- 
ful turf was spotlighted by sun while 
the 17,000 lucky onlookers sat, just out 
of the glare, in the stands. Both players 
were neat with an air of quiet assurance 
as they came into court, surrounded by 
officials and photographers. Vines wore 
a tiny U.S.L.T.A. badge on his left 
breast while Crawford, as usual, had 
his immaculate long sleeved shirt un- 
adorned. Neither was a showman, every 
move was utilitarian, and when they 
came off two hours later, it was with the 
same quiet air of a couple at a tennis 
party. 

The first game and every one to the 
last of the fifty-six was won on bril- 
liance. Vines broke through Crawford’s 
service in the third game of the first set 
and went 3-1 on his own with four snort- 
ing aces broken only by a footfault. It 
was 3-2 as Crawford just held his serv- 
ice. Vines shot to 5-2 in a blazing spell. 
Crawford snatched two desperate games 
before the American let fly with a 
stream of flashing passing shots to take 
the set, 6-4. 


Crawford was set a problem of pace. 
The holder generated greater power and 
the easy way he scored aces was little 
drain on physical reserves. The Aus- 
tralian had to work much harder for his 
points. He had no natural speed of 
service and scored his points by clever 
concealment and placement. 

It was a brave challenger who started 
on the long trail from one set down to 
final victory. Australia levelled sets by 
taking the second in twenty games. Jack 
was proving equal to the tough sched- 
ule. Technically he produced the answer 
to the fast service by standing in close 
to take it early. It called for courage, 
to close with this veritable thunderbolt, 
and the keenest eyesight to redirect it 
to his own advantage. Crawford’s per- 
fect touch enabled him to gain pace 
from Vine’s drives. It was truly an Aus- 
tralian boomerang. 

Vines was one game down or just 
level all through the second set, due to 
Crawford’s opening on service. The 
American still came to the net while 
Crawford managed to keep ahead with 
passing shots down the line or dying 
away on the backhand court. Crawford 
won in the 20th, mainly because his 
rival failed to get one first serve into 
court. 

As the match progressed, Crawford, 
as was his habit, gradually rolled up 
his right sleeve and then the left. Vines 
rested, not beaten, but rearranging his 
forces. Crawford took the third set 6-2 
and led for the first time. It was now 
Crawford who eased. Crawford entered 
the final movement fresh as could be, as 
Vines levelled the sets with 6-2 in the 
fourth. 

If this was music, it was Wagner. The 
main body is thrilling, the climax crash- 
ing, exciting beyond endurance, unbear- 
able. 

Crawford was a point from losing the 
fifth game. He pulled it out for 3-2. 
Vines was winning his all important — 
service with greater ease. All the stops 
were out and the clashes held the crowd 
spellbound. Great roars greeted each 
coup, all was silence during the rousing 
rallies. The Wimbledon crowd was on 
its best as a tribute to two superlative 
sportsmen. 

To win, the Australian had to break 
the American’s service which was beat- 
ing him with something to spare. Came 
the tenth game of the fifth set. Craw- 
ford was mentally sharp to take the 
chances. Vines served. An old fashioned 
lob high over Vines’ left shoulder made 
it 0-15. Vines nets for 0-30. A brilliant 
flash of fencing finds Vines on his heels 
watching a pin point passing shot down 
the line. Crawford needed only the first 
match point to win. Vines, anti-cli- 
matically, double faulted. The fight was 
over with Crawford the winner, 4-6, 
11-9, 6-2, 2-6, 6-4. 
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PANCHO GONZALES — World champion in 
singles and doubles, and still improving. The 
greatest since Tilden and Budge reigned as 
champions. 





PANCHO SEGURA — South American dyn- 
amo. Defeated Gonzales for the 1952 world 
singles championship. 
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FRANK SEDGMAN — 1952 world amateur 
champion and Australian Davis Cup Star. 
Ranked among the top professionals. 
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CARL EARN — Funnyman of tennis, but 
holds tournament wins over Parker, Riggs and 
Kovacs. 
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TOM BURKE — Mercurial young newcomer 
to pro tournaments. Former National inter- 
collegiate doubles champion. Registers from 
Dune Deck, Westhampton Beach, N. Y. 








FRANK KOVACS — Tennis’ greatest shot- 
maker. Came back from five match points to 
defeat Pancho Segura for the 1951 world 
championship. 


CK RODGERS = GEORGE RICHEY 








DON BUDGE — Supplants the late Bill Tilden 
as Mr. Tennis. The second greatest player of 
all time. Current world doubles champion with 
Gonzales. 
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BOBBY RIGGS — Twice national amateur 
champion, and three times national pro title- 
holder. Combines the ultimate in stroke per- 
fection with unequaled court strategy. Tops 
in the pro record book. 


® AND OTHER STARS 


- — APRIL 28 thru MAY 2 
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THE EGYPTIAN CIRCUIT 


by TOM CLARKE 


Nation’s Cup — Cairo 


As in previous years, The Open In- 
ternational Tennis Championships of 
Egypt were preceded by the Nations’ 
Cup Matches which attracted four coun- 
tries this year—America, South America. 
Italy and Egypt. The result was a com- 
fortable win for the Italians who downed 
the Americans by two matches to one 
in the finals on the Centre Court of the 
Gezira Sporting Club. 

Fausto Gardini, Italy’s leading play- 
er, was outstanding in downing the 
American, Budge Patty, in three sets, 
whilst Giuseppe Merlo made sure of the 
issue when he crushed Gilbert Shea with 
the loss of one game only in each set. 
The concluding doubles, although it 
could not affect the final result, was won 
by Patty and Shea over Gardini and 
Merlo in two sets, 6-2, 6-2. 

Gardini certainly deserved his victory. 
Patty’s first service held no terrors for 
the Italian who played with uncanny 
accuracy to win the first set, 6-2. Patty 
steadied himself after this initial reverse 
and collected many points with forehand 
drives and crisp angled volleys. By pin- 
ning the Italian to the baseline he was 
able to call the pace and prevented the 
latter from exploiting his deep cross 
court shots. Gardini was swamped by 
Patty’s net storming tactics, but man- 
aged to save two set points in the ninth 
game on his service, although he could 
not stop Patty from taking the next 
game and second set, 6-4. 

Gardini opened the final set strongly, 
taking a quick 3-0 lead. Patty reduced 
the arrears to 2-5 and then 4-5, but could 
not prevent the Italian from winning 
the next game, set and match at 6-4. 

Merlo’s unorthodox shots and cunning 
variations of pace completely foxed 
Gilbert Shea. The main reason for the 
American’s undoing, however, was his 
poor positioning and a stubborn per- 
sistence in following ground strokes to 
the net in an attempt to “kill” the ball. 
Merlo’s returns invariably caught him 
off balance, and he was passed with 
monotonous regularity. In both sets Shea 
was only able to win the third game. 

In the semi-finals, Italy disposed of 
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South America by winning both singles. 
The doubles was not played because of 
failing light. 

Of the two singles played, the most 
spectacular by far was that in which 
Fausto Gardini, Italy’s No. 1 player, 
downed Enrique Morea, the giant, hard- 
hitting Argentine champion. From the 
outset both players went all out for their 
shots and thrilled the large gallery with 
their all court game and astonishing 
length. 

The unorthodox Italian was the more 
impressive of the two. Throughout the 
three sets he kept his opponent on the 
run and, with his scooped forehands 
and delayed-action sliced backhand, dis- 
guised the direction of his shots and 
often caught Morea on the wrong foot. 

Gardini’s footwork was also spectac- 
ular in its accuracy and enabled him to 
move about the court at amazing speed. 
By comparison, Morea was slow and was 
forced to do at least twice as much run- 
ning. 

Merlo’s match against the Chilean 
Champion, Hammersley, which he won 
9-7, 5-7, 7-5, came as an anti-climax, 


and it was only in the last phases that 
it became interesting. 

Merlo had a great opportunity of win. 
ning in straight sets when he led 5-2 in 
the second and had three match points 
on his opponent’s service in the ninth 
game. He failed to seize his chance and 
Hammersley reeled off the next five 
games to level the scores at one set all, 

In the final set it was the Chilean’s 
turn to lead 5-2, but this reverse electri- 
fied the nimble-footed Italian into action 
and he reeled five games in a row, with 
the loss of eight points, to win the match 
and make it unnecessary for the doubles 
to be played. 

In the other semi-final, America 
downed Egypt by three matches to love, 
Play was too one sided to be interesting. 
Budge Patty outplayed Adly Shafei, 6-1, 
6-2, in ‘half an hour, while Gilbert Shea 
accounted for young Kamel Moubarek 
by an identical score. 

In both singles and doubles Patty dis- 
played impressive form, serving and vol- 
leying with power, while his ground 
strokes were well timed and _ placed, 
especially on the forehand. Shea, a new 
comer to Egypt, gave a good all court 
display, while his top-spin service and 
groundstrokes were reliable. He had no 
dificulty in disposing of the Egyptian, 
although at times he gave the impression 
that he still has to get acclimatized to the 
light and court. 

The doubles, in which Patty and Shea 
downed Ismail Adel and D. Acobas, 
proved to be the most interesting game of 
the afternoon, and the Alexandria pair, 
at times, more than held their own 
against their more experienced oppon- 
ents. The Americans won in straight sets, 
6-3, 6-4. 

(Results on Page 67) 





Mary K. Morris (left) and her partner, Germany's Tota Zehden, during the women’s 
doubles finals. 
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Morea Takes Alexandria Title 


Betsy Abbas Pulls Hat-trick 


by TOM CLARKE 


The Open International Champion- 
ships of Alexandria were successfully 
brought to a close this afternoon on the 
beautiful Centre Court of The Alexan- 
dria Sporting Club, in ideal sunny 
weather. 

Just as in Cairo, the giant Argentin- 
ian Champion, Enrique Morea, and 
Egypt’s Mrs. Betsy Abbas carried off the 
lion’s share of the prizes. Whereas in 
Cairo it was Morea who had scored the 
“hat trick” and Mrs. Abbas the “double,” 
in Alexandria it was the other way 
about, and in scoring a “treble” Mrs. 
Abbas repeated her 1952 feat when she 
won all three events. 

A notable absentee was “Jar” Drob- 
ny, holder of the title since 1951, who 
was most unfortunately hospitalized 
with amoebic dysentery and was forced 
to scratch. His admirers were most dis- 
appointed, for they looked forward to 
a return match against the Argentine 
champion, who had thwarted Jar’s at- 
tempt at Cairo to equal Roderick Men- 
zel’s record of five consecutive wins 
(1934-38) . 

Enrique Morea can certainly be 
proud of his achievement on his first 
visit to “The Valley of the Nile.” He 
won five of the six events in Cairo and 
Alexandria! Morea made no mistakes in 
the men’s singles final that afternoon 





Giuseppe Merlo, high ranking Italian 

yer, is a master of the two-handed 
backhand. The camera catches him al- 
most at the point of contact with the ball. 
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when he turned the tables on the Italian 
Champion, Fausto Gardini. Leaving his 
usually powerful flat service, he main- 
tained a persistent attack with a top- 
spin, high-kicking service to Gardini’s 
backhand, to which the Italian had no 
reply. Morea followed his serve to the 
net to kill off the returns. 

Enrique did not indulge in many long 


Italy’s Fausto Gardini is famous for his 

unorthodox but very effective game. 

Notice how straight he stands instead of 
getting down to a low ball. 


driving duels as he did in Cairo against 
Drobny. His attacking shots on both 
wings were finding their mark with re- 
markable regularity, and he went 
through the second set without the loss 
of a game. In the third set Morea slowed 
down somewhat, but his steady driving 
suited the Italian who is in his element 
with this sort of play, and Gardini took 
the set, 7-5. 

Forsaking the usual 10 minute 
break, the players carried on with the 
fourth set in which Gardini had a 3-1 
lead. But that was the end, and Morea 
won the next five games to take the set 
and the match, 6-3. 

In the semi-finals; Morea downed 
Budge Patty, 2-6, 3-6, 6-3, 6-1, 7-5, in 
a gruelling match which lasted over 





German 
ace, is said by many to have the most 
classical strokes in the game. Here he is 
shown hitting a low backhand volley. 


Baron Gottfried Von Cramm, 


two hours. The American had won the 
first two sets with something to spare. 
From the start of the third set, however, 
Morea, whose usually powerful fore- 
hand had not functioned at all, began 
to find his touch. After leading 2-0 he 
dropped three games for a 2-3 deficit. 
Then he took four in a row for the third 
set, 6-3. 

After the rest, the Argentinian was 
seldom in trouble, taking the fourth set 
with the loss of only one game. 

The final set was very keenly contest- 
ed, and the tenth game was one of long 
rallies in which Patty needed only one 
point for the match. It escaped him, and 
Morea went on to level the score at 5- 
all. Morea’s turn to hold match point 
came in the twelfth game, but he drove 
out of court for deuce. He, however, 
made no mistake his next opportunity. 
Morea killed a good return from Patty 
to win the set and match, 7-5. 

In the other semi-final, Shea started 
his match against Gardini like a hurri- 
cane, setting up a vicious attack, hesita- 
ting at nothing, and running up a quick 
4-0 lead. But he was then foxed by the 
unorthodox Italian into playing the 
game that suited him best. After a mara- 
thon first set which Gardini took at 10- 
8, the Italian experienced little difficulty 
in winning the next two sets with the 
loss of only three games, 6-1, 6-2. 

In the quarter-finals, Shea, Gardini 
and Morea scored straight set wins over 
Aussie Jack Arkinstall, Swede Lennart 
Bergelin and Italian Giuseppe Merlo 
respectively, while Von Cramm, who 
won the men’s singles title as far back 
as 1937 and 1939, put up a stout re- 
sistance against Budge Patty, bowing 
in four sets. 

In the women’s singles, Betsy Abbas 
turned the tables on Mrs. Tota Zehden 


who downed her in Cairo in straight 
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sets. Betsy dropped the first set 4-6, then 
rallied to win the next two sets and 
match, 6-2, 6-3. Betsy lost two match 
points on her service in the ninth game 
before winning. Both showed good 
stroke play but Betsy was better both 
on the backhand and at volleying. Mrs. 
Zehden’s strongest point was her power- 
ful forehand drive. 

The semi-finals provided a repetition 
of the Cairo ones, when Betsy confirmed 
her win over Pat Ward. But this time 
she was quicker, winning in straight 
sets, 6-4, 6-4. Mrs. Zehden again downed 
Mary Kay Morris (Arizona), 6-4, 6-0, 
after the American put up a tenacious 
resistance in the first set. 

The men’s doubles final, in which 
Budge Patty and Von Cramm downed 
Morea and Shea, provided some very at- 
tractive tennis and enabled Von Cramm. 
who won it last year with Drobny, to 
register his fifth win. All four players 
had spells of brilliance mixed with medi- 
ocre play. 

In the semi-finals, Yon Cramm and 
Patty downed the Swedish pair, Berge- 
lin and Stockenberg, in straight sets. 
6-3, 6-3, in a match in which the Swedes 
were never allowed to settle down. Both 
Von Cramm and Patty did extremely 
well at the net where they won decisive 
points. Morea and Shea comfortably 
downed the Italian pair. 6-1, 6-4. Gard- 
ini seemed tired after his long singles 





Enrique Morea, the giant Argentine 
champ, won five events out of a total of 
six in Cairo and Alexandria. 


match against Bergelin, whereas Merlo 
seemed unable to cope with Morea’s 
devastating play. 

For the third consecutive year Betsy 
Abbas won the mixed doubles final (in 
1952 and 1953 she won it in partner- 
ship with V. Skonecki). This year she 
paired with Morea to down Jack Arkin- 
stall (Australia) and Pat Ward (Eng- 
land), 6-1, 3-6, 6-1. 


(Results on Page 67) 
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NATIONS’ CUP— 
ALEXANDRIA 


A? 

by TOM CLARKE AND 

on ne ; NET. 
The curtain raiser of the International | wy 
Tournament at Alexandria was the Na- | \pT 
tions’ Cup Competition between Italy, | p9UN 
Sweden, Egypt and the United States. | sWIN 
Italy, represented by Fausto Gardini [RETR 


and Giuseppe Merlo, won the Cup just [HIS | 


as they did a fortnight ago at Gezira | THRE 
S. C., by downing the two-man Ameri- | (AUS 
can team of Budge Patty and Gilbert | DUCK 
Shea. HIT 
in the finals, Fausto Gardini, Italy’s | 4WAI 


lanky, unorthodox No. 1 player, im- [“D”. 


proved on his Cairo performance by |WELL 
downing Budge Patty in straight sets, [SHOU 
6-3, 6-4. There was no doubt about the [BEEN 
Italian’s victory, as he played consistent |(0NE. 
tennis, while the American seemed un- 

able to find his touch and seldom show- | HAI 
ed his usual form apart from a short |tentior 
spell in the second set where he won |‘D” sl 
three games in a row. But the tenacious |done i 
Italian levelled the scores at 4-all and_ let. Ru 
went on to win the next two games and_ |mits a 
match. untary 


Merlo repeated his Cairo perform. 
ance and again downed Shea, 6-2, 6-2, 
in a game which was not as one-sided 
as the scores would suggest. Shea made | 
the mistake of not varying his game and — a 
the diminutive Italian’s ambidextrous 
low cross-court shots caught him out of © 
position time and again. Despite the” 
American’s power, Merlo placed him-7 
self well inside the court and met the” 
ball shoulder high with cross-court? 
drives, while in the rallies Merlo gen-~ 
erally came off best through ‘his abil 
to maneuver himself into ‘position for — 
the winning point. 

There were flashes of good play in the i) < 
doubles which the Americans, as ing 
Cairo, won in straight sets, 6-4, 7-5, al- 
though their fate was sealed prior to” 
this match being played. 

In the semi-finals on the opening day,” 
Italy downed Egypt 3-0. There was some; 
excellent play in the match between 
Italy’s unorthodox No. 1, Gardini, and® 
Egypt’s stylish No. 1, Marcel Coen. Al” 
though the Italian won in straight sets, 
6-2, 9-7, the score was not a true reflec- 
tion of the game, as the local player per- 
formed much better than the results in- 
dicate. 

On the following afternoon, the two- 
man American team of Budge Patty and 
Gilbert Shea downed the two-man Swed- 
ish team of Lennart Bergelin and Stef- 
fan Stockenberg without the loss of a set 
to enter the final. Patty defeated Berge- 
lin, 6-1, 6-3, and was in good form 
whereas the Swede was erratic, especial- 
ly on his service and back-hand. 


(Results on Page 67) 
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| Question Box 





“A” AND “B” WERE PLAYING “C” 
AND “D” WITH ALL FOUR AT THE 
NET. “C’”” POPPED UP AN EASY LOB 
WHICH BARELY GOT OVER THE 
NET COURT TO “A”, WHO LET IT 
BOUNCE. AS “A” STARTED TO 
SWING, “D”, WHO HAD NO TIME TO 
RETREAT FROM THE NET, SWUNG 
HIS RACKET FURIOUSLY TWO OR 
THREE TIMES IN FRONT OF HIM, 
CAUSING “A” TO FLINCH AND 
puUCK AWAY, NOT ATTEMPTING TO 
HIT THE BALL. THE UMPIRE 
\WARDED THE POINT TO “C” AND 
“D”. I CAN READ THE RULES AS 
WELL AS THE NEXT PERSON BUT 
SHOULD LIKE TO KNOW WHAT HAS 
BEEN RULED IN CASES LIKE THIS 
ONE. 


HAROLD LEBAIR: Since “D” in- 
tentionally tried to hinder “A”, “C” and 
“D” should lose the point. If it was not 
done intentionally, it should be called a 
let. Rule 19 states that “If a player com- 
mits any act either deliberate or invol- 
untary which, in the opinion of the 














Umpire, hinders his opponent in mak- 
ing a stroke, the Umpire shall in the first 
case award the point to the opponent, 
and in the second case order the point 
to be replayed.” 


AREN’T MANY OF THE PLAYERS 
SELF-TAUGHT? ISN’T IT POSSIBLE 
TO BECOME A GOOD PLAYER WITH- 
OUT COACHING? 

GARDNAR MULLOY: It is possible. 
but it’s not very likely. A good pro can 
teach almost anyone sound basic strokes 
but it takes a great natural athlete who is 
very observant to pick up the funda- 
mentals by himself. There are many 
champs who have been largely self- 
taught, such as Dick Savitt. There are 
others, like Herb Flam, whom no self- 
respecting pro would lay a claim to. 

The majority of the famous players 
have had some sort of help from a pro- 
fessional. Tony Trabert took lessons 
from Ear] Bossong and Howard Zaeh. | 
got quite a bit of help even in my late 
30’s from Slim Harbett. Maureen Con- 
nolly, as everyone knows, was taught by 
Eleanor Tennant. Harry Hopman has 
been the coach of practically every well 
known Australian player in the last dec- 
ade. Perry Jones sees that every promis- 
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The Rocky Mountain Senior Cham- 
ionship stands out as one of the most 
nusual of sanctioned tournaments in 
he United States. The winners of the 
vents are allowed to designate charities 
0 which $2000 will be donated by the 
tbulous Garden of the Gods Club in 
dlorado Springs, Colorado. The singles 
immer may designate an organization 
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for a $750 donation and the runner up 
in singles may name an organization for 
a $250 donation. Each of the doubles 
winners may name a charity for a $350 
donation and the runners up may name 
one for a $150 gift. 

Mr. Al G. Hill of the Garden of the 
Gods Club is responsible for this gen- 
erous innovation. 





California 
gets the proper training. All good sec- 
tional junior development programs now 
provide for adequate instruction. 


ing youngster in Southern 


The Russian Nationals 
by OUR FRENCH CORRESPONDENT 


The Russian Indoor National Cham- 
pionships were again captured by the 
“old-timers,” who went through the 
younger players with comparative ease. 
The reason for the small development 
of new talent has been laid to the fact 
that there are so few indoor courts for 
practice during the long winter season. 
In a city the size of Moscow, there are 
only two indoor courts. Lenigrad and 
Kiev have two and three respectively. 

The defending champion, Ozerov, did 
not compete in this year’s event. The 
rumor is that he may turn professional 
and devote himself to teaching the 
younger players. The most promising of 
this latter group are Kiesewetter, the 
Leningrad champ, Boitzov (Leningrad), 
Markov and Nikitine (Moscow), Moser, 
Zakharov and Kramtchaninov (Kiev), 
Anissimov (Rostov), and, on the female 
side, Viali (Tallin), Voskressenskaya 
and Ivanova (Kiev). 

(Results on Page 61) 





TO ALL TENNIS PLAYERS: 






It's your fault if you don't take 
advantage of our fine hotel facili- 
take care of you. 


ties. Let us 


You'll have a deuce of a time find- 





ing a hotel you'll love as much. 
You'll be all set . . . We're hard 
to match. 









We'll serve .. . You'll receive 


high-balls and 


Specialties of the house 


rackettes of lamb. 







at the 


HOTEL CONTINENTAL 


Cambridge, Mass. 
One of New England's Best Hotels 
CHAUNCEY DEPEW STEELE, JR. 


President and General Manager 

















SEIXAS WINS PALM BEACH 


Hart Defeats Fry 11-9 in 3rd Set 


by GARDNAR MULLOY 


Che cream of American society turn- 
ed out for Florida’s most elaborate ten- 
nis championship, the Everglades Invi- 
tation Tournament in Palm Beach. 


Through the efforts of Valentine Ely, 
the club obtained the most noteworthy 
players in the world today. The national 
champion, Tony Trabert, his Davis Cup 
partner, Vic Seixas, the No. 3 ranking 
player, Art Larsen, and many 


other 


Having a jolly good laugh are England's Tony Mottram and Helen Fletcher (left) with 


ments. The Californian has been work- 
ing out nightly with Gonzales, Sedgman, 
Segura and his boss, and the improve- 
ment over last season is quite noticeable. 
Serving with power and following 
everything to the net behind hard hit 
groundstrokes, Stewart matched the net 
play and aggressive tactics of the de- 
fending champion. Several impossible 
saves and more experience robbed the 





the United States’ Vic Seixas and Tony’s attractive wife Joy. Photos, Ken Howell. 


Americans competed, as well as Eu- 
rope’s two best, Kurt Nielsen and Sven 
Davidson, the champion of Great Brit- 
ain, Tony Mottram, and other assorted 
leading amateurs from here and abroad. 

Elias Victor Seixas successfully de- 
fended his title in the men’s singles and 
retired the handsome “Social Spectator” 
challenge bowl donated by that eminent 
bowl giver, Allan Howard. When one 
recalls that Vic has won this event three 
years running and has had similar suc- 
cesses at Spring Lake, one is led to be- 
lieve that “Teniko” courts are Vic’s best 
surface. Actually, our second ranked 
player and Davis Cup star had little 
trouble in outclassing the field. His.only 
tough match was in the quarter-finals 
against an inspired Hugh Stewart, but 
he squeezed through after dropping the 
initial set. 

Big Hugh, who is Jack Kramer’s port- 
able canvas court man on the present 
pro tour, got leave from his duties to 
play several of the winter circuit tourna- 
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The Bolles Military Academy Varsity Football team tied with the travelling 





younger giant of the biggest win of his 
life. lt was one of the better matches of 
the week, 

Tireless soft ball artist Tony Vincen 
upset another Tony (Mott:am) to quak 
ify him to play still another Tony Tre 
bert) in the quarters. In the Tony ¥ 
Tony quarter-finals, Trabert’s all-court 
power completely subdued the smaller 
Vincent. A strong wind helped the Na. 
tional Champion and cost Vincent sey. 
eral games. 

Brooklyn’s Sidney Schwartz produced 
fine tennis to take the measure of highly. 
touted Kurt Nielsen, champion of Den- 
mark. In the process, the former Uni 
versity of Miami star sprained an ankle 
and was no match for me the next day, 
He defaulted after limping through a 
2-6 first set. In the round before, Mal. 
colm Fox wrenched his back against me 
and couldn't continue after the second 
game of the second set, and in the 
doubles with Davidson, Don Platt also 
twisted his ankle and ‘had to be carried 
off the court. We carried this match 
over to the next day but the Canadian 
was in no condition to play. I guess 





Nigel | 
visit Ce 


the “old man” was too tough for these}. 


youngsters! 

Hal Burrows played an_ excellent 
match when he came from behind at 5.2 
in the first set to win six games in a 
row. Sven blasted away and annexed the 
second to even the match. Hal dug in 
and after some spirited play, took the 
final set with such hairline accuracy 
that the Swede shook his head in aston- 
ishment. The next day Burrows lost his 
touch and gave a quick victory to Lar 
sen. 


Bob Bedard of Canada was also de- 
feated, which completed the rout of the 
foreigners in one afternoon. With Dav- 
idson, Nielsen, Mottram and Bedard out 
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players, 0-0. In the front row, left to right, are Hal Burrows, Bob Bedard, Hal Schavs, 
Malcolm Fox and Tom Mickler. In the rear are Vic Seixas (left) and Gardnar Mulloy 
(right). 
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Nigel Howard came over from England to 
visit Coral Gables’ Doris Hart. Photos, Ken 
Howell. 


ina round of 16, a good international 
championship was turned into an all- 
American battle to the finish. 

I was no match for Seixas in our 
semi-finals encounter. He got a quick 
jump on me by rushing the net and 
forcing errors that gave him the first 7 
games. After that I settled down and 
gave him a good second set fight, but the 
gap was wide and Vic bbreezed into the 
finals with a convincing 6-0, 6-4 score. 
He actually had the match at 6-3, but 
a bad call on match point gave me a 
Iso de-|iemporary but fruitless reprieve. 
of the} The other semi-finals between Larsen 
h Dav-jand Trabert was the best match of the 
ard out |tournament. Tony and Tappy traded the 
frst two sets. Tony actually had no less 
than five match points, all on Art’s serv- 
ice, for a straight set victory. On one 
oeasion Lars was down 0-40 but made 
® |several unbelievable volleys from close 
| |quarters to pull it out. Trailing 7-6, 
Tappy had 15-40 and two more match 
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Schavs i Umpire John Fowler in striped shirt dis- 
Mulloy} cusses the tournament with its chairman, 
Valentine Ely. 
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points staring kim in the face, Scurry- 
ing for the net position behind a left- 
handed twist serve and facing the great- 
est return of serve in the game, Art 
pulled it off with a couple of very close 
line shots, one of which was so close 
that those of us in a position to judge 
were of a difference of opinion as to 
whether or not the ball landed in fair 
territory. The match could easily have 
gone the other way, but for the tenacity 
of little Larsen when things looked 
hopeless. The rallies were long with Art 
chipping to come in at every opportun- 
ity and relying on his quickness, and 
Tony penetrating the defenses with 
heavy drives and service which enabled 
him to maneuver himself into the ad- 
vantageous net position. The “San 
Leandro kid’s” racket contro] finally 
brought him home in a hot, gruelling 
5-7, 9-7, 6-4 match. 

The final day told the story of a good, 
keen Seixas quickly disposing of a lack- 





The author at work while a feathered 
friend checks on his spelling. 


lustre Larsen who had lost his zip of 
the day before. Art tried but was no 
match for the devastating attack of the 
aggressive winner. 

The finals of the women’s singles on 
Saturday started at 1 o'clock between 
those champion campaigners, Doris 
Hart and Shirley Fry. It turned out to 
be a long, close affair with the higher 
ranked Doris winning, 13-11 in the 
third. The match took so long to decide 
that darkness prevented the mixed 
doubles from being contested and, as 
a result, that event was never completed. 

The 99th running of the Hart-Fry 
Derby Stakes was punctuated by good 
and bad tennis. In splitting the first two 
sets both gals put on a fine display of 
feminine tennis. The third set, up until 
the 20th game, seemed to be one of 
jockeying for position. Finally Doris 





Hal Schaus, No. 1 at Florida State, with 
Vic Seixas and Malcolm Fox. 


put on a spirited dash to edge out a 
tiring Shirley and win at the wire by 
a nose. 

In the semi-finals, the two English 
lassies, Helen Fletcher and Joy Mott- 
ram, met up with the top two Americans 
with left-handed Helen winning a set 
from Shirley Fry. 

The doubles had two _ interesting 
matches. Sven Davidson and | were able 
to eke out Larsen and Nielsen in a $5.00 
a corner betting match. They blasted 
us the first set with a nervous Davidson 
failing to keep the ball in the court. 
After that it was all our way as with 
Nielsen prone to error, Art kept trying 
to cover too much territory. They began 
to fret at one another and so allowed 
us to win. 

The finals found the successful Davis 
Cup duo, Trabert and Seixas, too pow- 
erful for us, and after an early break 
in the first set, they blitzed through for 
the title. 

(Results on Page 63) 





R. B. Mulloy, former Father & Son champ 
with son Gardnar, and Good Neighbor 
Art Larsen. 


43 























by J. JOUBERT and C. HELDMAN 


This was Davis Cup Month for the 
United States, with the U. S. playing 
three different ties with the loss of only 
one match. In the first round, the U. S. 
overwhelmed Canada, 5-0. Johnny Van 
Ryn defeated Willard Crocker in straight 
sets; John Hennessey beat Dr. Jack 
Wright in four sets; and Hennessey and 
Van Ryn took an extra set to overcome 
Wright and Dr. Ham. On the third day, 
Van Ryn beat Wright, 6-1, 6-0, 6-1 and 
Allison edged past Crocker in five sets. 

On May 23rd, 24th and 25th, the U. S. 
overcame Japan 4-}, with Yoshiro Ohta 
defeating Johnny Van Ryn in Japan’s 
lone victory. The matches were played 
at the Chevy Chase Club near Washing- 
ton, D. C. Among the spectators were 
Mrs. Herbert Hoover, the Japanese Am- 
bassador and Dwight F. Davis, the hon- 
orary referee. Mr. Davis played a 
doubles of his own after the matches on 
Friday. He and Joseph Wear, chairman 
of the Davis Cup Committee of the 
USLTA took on Lawrence A. Baker and 
Harry Irwin of the Chevy Chase Club. 

United States 4, Japan | 
Singles 

John F. Hennessey (U. S.) d. Tamio 
Abe (Japan), 8-6, 6-1, 3-6, 6-1. 

Yoshiro Ohta (Japan) d. John Van 
Ryn (U. S.), 6-4, 5-7, 2-6, 6-4, 7-5. 

Van Ryn d. Abe, 6-2, 4-6, 6-3, 6-2. 

Hennessey d. Ohta, 6-2, 6-2, 6-3. 

Doubles 

Hennessey-Van Ryn d. Ohta-Abe, 6-3, 
6-4, 6-2. 

One week later, the U. S. blanked 
Cuba, 5-0. 

U. S. 5, Cuba 0 
Singles 

John F. Hennessey (U.S.) d. Ricardo 
Morales (Cuba), 6-0, 6-3, 6-4. 

John Van Ryn (U.S.) d. Gustavo 
Vollmer, 6-0, 6-1, 6-1. 

Wilmer L. Allison (U.S.) d. Vollmer, 
6-3, 6-2, 7-5. : 

George M. Lott, Jr. (U. S.) d. Herman 
Upmann, 6-4, 6-3, 6-3. 

Doubles 

Van Ryn-Allison d. Morales-Upmann, 
6-2, 6-0, 6-1. 

Mr. William Bancroft and his two 
daughters returned from a cross-country 
trip early in May. They began their 
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journey in Pawtucket, R. |. drove to 
Florida, then across to California, and 
returned by ship from San Francisco 
through the Panama Canal. . . . Emmett 
Pare was forced to withdraw from the 
23rd Annual Old Dominion Tournament, 
held at the Country Club of Virginia in 
Richmond, when he sprained his ankle. 
Herb Bowman, who had won the title 
three times in the past, breezed through 
for a fourth victory without the loss of 
a set. 

Frank Hunter defeated Bill Tilden at 
the New Rochelle Tennis Club on Tues- 
day, May 7th, in an exhibition played 
shortly before their sailing. Tilden was 
visibly upset in the third set when a deep 
drive by Hunter was called good by um- 
pire “Pop” Merrihew. Thereafter Hunter 
was in front all the way through that and 
the fourth set. .. . Jean Borotra held his 
annual cocktail party during the 
National French Championships. Some- 
times as many as 1000 people have ac- 
cepted Jean’s invitation, and frequently 
the music and dancing has lasted until 
five or six in the morning. 

Helen Wills and Eileen Bennett were 
presented at the Court of St. James 
early this month. .. . The red tennis ball 
is being introduced in the East. . . . The 
U. S. and Japanese Davis Cup players 
were invited to play an exhibition match 
at the White House on Tuesday, May 
21st. Unfortunately, they were rained 
out. On Saturday, however, the Presi- 
dent and Mrs. Hoover received the 
players of both teams. . .. David Peden 
of Houston, Texas won the Interscho- 
lastic Championship for Lawrenceville 
by defeating De Witt Clinton High’s 
Alfred Oshinskey, 6-2, 6-4, 6-2. 

The American Davis Cup team will 
visit Spain shortly after the end of Wim- 
bledon. Afterwards the team will go to 
Paris to prepare for the Interzone Final. 
. . » Brooklyn’s Prospect Park provides 
tennis courts for 2000 permit holders, 
but ‘the players must bring their own 
net posts and nets and frequently their 
own back stops. . .. A flood of new 
tennis annuals appeared this month. 
Spalding’s 1929 Tennis Annual, the 1929 
Wright and Ditson Lawn Tennis Guide, 


and Ayres’ Lawn Tennis Almanack for 


1929 are all on the market. 

Rain marred the annual Invitation 
Doubles Tournament at the Chevy Chase 
Club and practically all the matches had 
to be run off on one day. i-mmett Pare 
and Gregory Mangin defeated R, NX, 
Williams and Watson Washburn in four 
sets in the finals. . . . The Orange Lawn 
Tennis Club held its 10th annual Ipyi. 
tation tournament on May 25th. Fritz 
Mercur won the event over Donald 
Strachan. The tournament was a series 
of upsets with Gil Hall going down to 
Strachan in the second round and Greg 
Mangin giving Mercur a scare in the 
same round. During the event Mercur 
noticed that the East stands had not 
been erected. He asked the grounds. 
keeper the reason and was told “that the 
stands had not been put up because 
there were not any good players 
entered.” 

When Johnny Van Ryn was playing 
a match against Sadakazu Onda in the 
final round of the singles, he came into 
net for a set-up which he put away 
easily, but while doing so, unfortunately, 
his beautifully pressed white duck trous- 
ers touched the net. Beals Wright, who 
was sitting in the chair, awarded the 


point to Onda. Johnny was heard to e 


remark, “Now, if those trousers had been 
creased the other way, I wouldn’t have 
lost that point.” . . . The Brooklyn 
Championships went overboard in gen- 
erosity during the finals. The Tourna- 
ment Committee gave the players new 
balls every three games. The total used 
in one match alone was 30 balls. 

During her visit to Berlin, Helen Wills 
was quoted as saying, “What fine galler- 
ies they have!” The latter part of the 
quote was, “Think of 22 Rembrandts in 
one room!”. . . . The Europeans still in- 
sist on stockings for women tennis play: 
ers. No woman has yet appeared on 
Wimbledon’s famous courts bare-legged. 
. . . Frank Shields won the Harvard 
Interscholastic Tournament by defeating 
Arthur Noble. . . . In an article written 
for Liberty magazine, Bill Tilden was 
quoted as saying: 

“The year 1929 sees the end of my i» 
ternational tennis. I have had a grand 
time, but I must hereafter write and 
speak of triumphs and failures in world 
tennis in the past tense, for I am through. 
Not through with the game, but through 
with international competition. My fu- 
ture status will continue to be amateur. 
I have no thought or intention of turning 
professional. 

“Not only have I no chance, but | 
have no burning desire, to sit in the 
sacred seats of the mighty in the councils 
of the USLTA. 

“I hope, even at the expense of the 
sudden deaths of a few more dramatic 
critics, to continue my stage work. 
would like to do some movie work, evet 
though my tennis days are over.” 
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Mexicans Take Titles 
by PANCHO LONA 


The tennis branch of the VII Central- 
American and Caribbean Olympic 
Games—held in Mexico City between 
the 5th and 20th of March—demonstra- 
ted that Mexican tennis has progressed 
by leaps and bounds. This has been in 
widence particularly since the Mexican 
Tennis Federation took over and started 
ending our promising players to com- 

e in U. S. and Canadian events. 

The accompanying draws with results 
tell the tale more clearly than any run- 
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No. 1 player, Melita Ramirez, 
won three gold medals. 





os 
Mexico’s 


ning commentary. In the Men’s Singles, 
the four semi-finalists were Mexicans. 
Mario Llamas was crowned champion; 
Rafael Ortega runner-up; and the third 
place to determine who should get the 
bronze medal was disputed between two 


TENNIS QUIZ 

by DeWITT C. REDGRAVE, JR. 
Questions 
1, Name the five foreigners who have 
won the U. S. National Men’s 
Singles Championship. Give the 
number of times each won the title. 
Who was the losing finalist against 
Richardson in the 1953 Intercol- 
legiates ? 
3. Name within five the number of na- 
tions chalienging for the Davis Cup 
in 1954. 
4. Name the three young Australian 
players who will represent their 
country for the first time this year in 
play abroad. 
5. Name two players who gained per- 
manent possession of bowls during 
the U. S. 1953 season. 
Answers on Page 63 
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other Mexicans, namely, Francisco 
Guerrero Arcocha and Anselmo Puente. 

Exactly the same thing happened in 
the Women’s Singles, where the four 
semi-finalists were Mexican girls. Melita 
Ramirez was crowned champion; Rosa 
Maria Reyes was runner-up, and Yola 
Ramirez beat Mrs. Tapia de Roldan for 
third place. 

In the Men’s Doubles, Mario Llamas 
and Anselmo Puente (Mexico) beat 
Arcocha and Estéban Reyes, Jr. (Mex- 
ico) to become champions. Third place 
fell to Behar and Faccini of Colombia 
after they beat Lopez and Estrada from 
Guatemala. 

Beautiful, large medals were given as 
first, second, and third prizes—gold, 








1. Cross-banded multi-ply crescent. 


ter models. 





equalizes pressure. Electronically cured. 





42 precision parts...in this modern 
MacGregor Tennis Racket for you 


2. Patented 17-ply laminated overlay on bet- 


3. Veneers are shaped and banded without 
a steaming on automatic machine which 


Try MacGregor “Tournament” tennis balls 
They're more uniform—retain their liveli- 
ness longer. Pressure-packed 3 to a her- 
metically sealed can. Approved U.S 


silver, and bronze respectively. Mario 
Llamas and Melita Ramirez got three 
golden medals apiece because they were 
crowned triple champions of these Cen- 
tral-American and Caribbean Olympic 
Games. 

Now we are all agog about the visit of 
Jack Kramer and his professionals. We 
will see old friends who participated in 
Pan American tournaments as amateurs, 
such as Pancho Gonzales and Pancho 
Segura, as well as Frank Sedgman, who 
played here in the Mexico-Australia 
Davis Cup tie in the late 40’s. A new- 
comer will be Frank <ovacs, with whom 
Mexican tennis fanc'om has yet to get 
acquainted, 

(Results on Page 64) 





It takes 42 precision parts made and assembled by skilled craftsmen to produce a 
MacGregor Tennis racket. The outstanding design of a MacGregor racket, plus supe- 
rior manufacturing methods are big reasons why more and more leading players are 
turning to MacGregor. 


6 exclusive construction features 


4. Three-piece throat is world’s lightest, 
strongest construction. No internal strain. 


5. Throat locked with center play running full 
length of shaft and assembled with bow. 


6. Built-in ‘feel’ with perfect balance. 
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LT.A, A GREAT NAME IN TENNIS 


For Modern Tennis at its best—use MacGregor Tennis Rackets and Balls. 
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A Study In Service 








LEWIS HOAD... 


LEW HOAD An_ overwhelmingly 
powerful stroke, perhaps the hardest 
in the world, Lew Hoad’s blasting serv- 
ice is beautifully depicted in these photos 
—taken at last year’s national singles 
championships. The young Aussie as- 
sumes the classic serving position with 
his left foot just behind the baseline at 
about a 45° angle and his right foot 
about a foot behind and slightly to the 
right. As he tosses up the ball (No. 1). 
the body is rocked back in typical “big” 
serve fashion. The ball is tossed as high 
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as can be comfortably reached, a little 
out in front. The head and shoulders 
are leaned back and the knees are flexed 
(Nos. 2-3), as the racket is brought 
down, out to the right, and all the ways 
back—almost touching the back. (This 
final stage of the backswing, which nor- 
mally would follow photo No. 3, is 
omitted here since the racket was 
blocked out by the body due to the 
camera angle.) The racket is then 
swung forward very fast with the weight 
exploding behind it (No. 4). The knees 
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straighten out and the ball is met at the 
topmost point with a full extension of 
the arm (No. 5). The racket is almost 
flat at contact and follows through to 
the left side, with the weight flowing 
forward into the court (Nos. 7-8). If 
Hoad seems a bit off-balance in the last 
picture, you can attribute it to the fact 
that he wasn’t thinking of defense—this 
being a practice serve. Note how Hoad’s 
eyes remain glued to the ball and how 
his front (left) foot stays anchored from 
beginning to end—a fundamental prin- 
ciple of good serving form. 
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KEN ROSEW ALL Where husky Hoad 
overpowers his opponents, Rosewall 
beats them on guile and beautiful 
ground strokes. Hoad’s service is a can- 
nonball, Rosewall’s is a moderately 
paced stroke with lots of “stuff.” His 
twisting service is depicted here—as ex- 
ecuted under actual match conditions. 
Rosewall’s starting stance differs from 
Hoad’s in that he sets up a bit further 
from the baseline with his feet a little 
wider apart. Note how the weight is 
shifted back as the ball is tossed up (No. 


1), and then is brought forward as the 
stroke progresses (Nos. 2-4). Also note 
how the knees properly flex (No. 3) and 
how the racket is brought back so that 
it almost touches the back (Vo. 4). This 
is how Hoad’s backswing would have 
looked if the camera had caught it from 
another angle. It’s interesting to study 
the relative positioning of ball and body. 
In No. 2, it’s apparent that Rosewall has 
tossed the ball a bit farther forward 
than is the standard practice. Yet at 
Nos. 5 and 6) the 


contact (between 


ball-body relationship pretty 
standard, What’s happened? It would 
appear, from the angle of Rosewall’s 
body, that he employs more forward lean 
than the average player. Contacting the 
ball out in front like this produces 
more spin and less speed. Since Rose- 
wall’s service is predicated on place- 
ment and deception, the toss and lean 
could be considered standard operating 
procedure for him. Note that his racket 
finishes on the same side it started from 
(attesting to the twist) and that Rose- 
wall is under perfect control (Vo. 8). 
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LARSEN’S WORLD RANKINGS 


A Repercussion 


by GERALD STRATFORD 


WORLD TENNIS readers 
interested to learn of the surprising 
events touched off by the First Ten 
Ranking of its correspondent, Mr. Art 
Larsen, which appeared in the latest 
copy of WORLD TENNIS. 

As a result thereof, Mr. James Moffet. 
occupying the number 10 position, and 
no man to stand idly by when his skill 
as a player is in question, challenged 
Mr. Merrill Ehmcke who, as WORLD 
TENNIS readers well know, is Mr. Lar- 
sen’s considered choice for position 
number 7. Mr. Ehmcke, of course, ac- 
cepted the challenge; a time and place 
was agreed upon and the match was 
on. 
Edward Chandler, who was in charge 
of the Japanese-American Davis Cup 
Tie in San Francisco in 1937, and con- 
sidered by many to be an authority on 
the game, was selected to umpire. At 
the time, this was regarded as a most 
fortunate choice. 

However, play had barely begun 
when the following perplexing point oc- 
curred. During a thrilling rally Moffet, 
craftily waiting his opportunity and 
seizing it adroitly, hit his favorite shot 
—the “ham and egg”—(a shot invented 
by Gervais Hillis and perfected by H. O. 





will be 


Kinsey) in which terrific back spin is 
imparted to the ball, which is aimed to 
land close to the net with the intention 
of its bounding back over the net again 
to Moffet’s side. 

Moffet executed the shot superbly but 
Ehmeke’s vast experience and the re- 
peated warning of well-wishers prior to 
the match to be on the lookout for just 
such a maneuver, stood him in good 
stead. Needless to say he was ready, and 
anticipating magnificently, rushed in. As 
the ball bounded back over the net to 
Moffet’s side, he reached over the net 
after it and struck it with his racket. 

So far so good. But now a strange 
thing happened. Ehmcke’s shot, in 
marked contrast to his customary clean, 
sharp accurate style of play, was hit off 
the frame of his racket and flew directly 
back into the net on Moffet’s side and 
fell into Moffet’s court. Of course Moffet 
was taken by surprise at this amazing 
turn of events and failed to return the 
ball. Needless to say, like any seasoned 
tournament player, he immediately 
claimed the point anyway. To the con- 
sternation of the umpire, Ehmcke also 
claimed it— both loudly and vocifer- 
ously. 

The question as to who wins the point 





Art Larsen gets ready to dictate another world-shaking article for WORLD TENNIS. 
Photo, Ken Howell. 
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has caused postponement of the match 
as none can agree on the proper ruling, 
The umpire is preparing a brief whieh 
he proposes to read at the next annual 
meeting of the N.C.T.A. and barefoot 
curbstone opinions are a dime a dozen, 
Even such a usually reliable authority 
as Mr. R. O. Simon finds himself in g 
quandary—though he will not admit it, 
Obviously something must be done to 
end this confusing state of affairs and 
it would be very helpful if WORLD 
TENNIS would ask their obviously well 
posted readers to give the answer—or, 
failing that, render an opinion itself, 





The really exciting 
side of lawn tennis 
by JACK KOSKY 











Playing lawn tennis is only half the 
fun. There is another side of the game 
far more exciting, as this story shows. 

Last week-end at the club, I saw a 
new member surrounded by an eager 
group of young players. There was an 
unusual expression on their faces, as if 
they were mesmerised, which of course 
they were. 

As I came into hearing range, | heard 
the man say with faultless ease: 

“The 1951 Eastern Grasscourt Cham- 
pionship Singles final at Orange, New 
Jersey, was won by W. F. Talbert, who 
beat G. Mulloy, 6-4, 6-4, 6-2.” 

Someone asked him to name the four 
Men’s Singles semi-finalists at the 1952 
Wimbledon. “Sedgman, Rose, Drobny, 
and Flam,” came the imediate reply. 

The audience was enchanted and 
mentally promoted him to the rank of 
genius. But there was a little bit more 
fun to round things off. The great man 
innocently asked on which court a Wim- 
bledon Singles final was played. 

’ “The Centre Court,” was the immedi- 
ate reply. 

“Well,” said the great man, “I'll bet 
you 10 dollars you can’t tell me on 
which court the 1931 Singles final was 
played.” 

Everyone smirked. The genius WAS 
slipping. 

“The Centre Court,” they all cho- 
rused. 

“You are quite certain,” said the 
great man, “that the 1931 Men’s Singles 
final was played on the Centre Court?” 

“Yes,” came the repeated reply. 

“Your 10 dollars, please. The final 
was never played. Sidney Wood was 
declared winner by default.” 

The great man calmy put his newly 
acquired dollars in his pocket and 
sauntered on to the courts for a game. 
But after that performance, I’m con 
vinced which is really the exciting side 
of tennis. 
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THE CARIBE HILTON CHAMPION 


Tournament victor Art Larsen smiles as Welby Van Horn hands him seven new balls for practice. Note Art’s characteristic 
pointed finger and the casual way he wears his socks. Art’s superb play throughout the tournament won him the singles 
without the loss of a set. 
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LARSEN TAKES TITLE IN PUERTO RICO 


Shirley Fry Defeats Doris Hart at Caribe Hilton Invitation Tournament 


by WELBY VAN HORN 


“The strongest field of the winter tennis circuit (excepting 
the National Indoor)”; “a general tennis set-up unmatched 
anywhere in the country”; “hospitality unequaled” ; “perfect 
weather”; “organization down to the smallest detail” —these 
were remarks made by the visiting players to describe the 
2nd Annual Caribe Hilton Invitation Tennis Tournament, 
March 29— April 4. 

Last year it was Art Larsen who “stole the show” in the Ist 
Caribe Hilton Invitational. This year it was “Tappy” who 
again won the Men’s Singles with a final round victory over 
Vic Seixas. Scores were 12-10, 6-4, 6-4. Thus Art now has a 
firm hold on the sterling silver “Governor's Bowl” put into 
competition by Governor Luis Munoz Marin of Puerto Rico 
and needs only to win this event one more time to retain 
permanent possession of this trophy. 

In one of the most successful tournaments ever held on the 
winter circuit, Art did not lose a set throughout. Despite his 
achievements and the growing number of Puerto Rican ad- 
mirers who have acclaimed hhim as their hero, Larsen this 
year has been forced to share with Shirley Fry the hearts of 
his tennis public in Puerto Rico. For it was Shirley, also 
playing in her 2nd Caribe Hilton event, who added to her 
long list of laurels with two tremendous wins on the final 
day, Sunday, April 4. 

In the Women’s Singles final, the Akron, Ohio, Miss finally 
overcame her longtime friendly rival Doris Hart, 6-3, 6-3. 
Later in the day she teamed with Gardnar Mulloy to defeat 
the heretofore unbeatable combination of Doris Hart and Vic 
Seixas in the mixed doubles final, 4-6, 6-3, 6-4. On Saturday. 





April 3, Shirley shared in the Women’s Doubles title when 
she and Doris Hart defeated Baba Madden Lewis and Betty 
Rosenquest Pratt 6-4, 6-2. 

So it was a week of triumph for Larsen, Shirley Fry and 
Gardnar Mulloy, and the second failure of Vic Seixas to 
capture the Caribe Hilton prize. On the final day, Vic lost 
in the finals of three events, for in the men’s doubles he was 
an upset victim paired with Larsen against Mulloy and Hugh 
Stewart. The score of this match was 6-3, 8-6. 

The second annual Caribe Hilton Invitation Tennis 
Tournament is now in the record books. Not shown in same, 
although sure to be heard by all, is the fact that by unani- 
mous opinion of all twenty-six visiting players this tourna. 
ment has been appraised as “the best”! Every conceivable 
wish of the players was anticipated by the tournament com- 
mittee, and the players, while enjoying a week of gracious 
living at the 300-room Caribe Hilton, responded with tennis 
performances that will long be remembered by the Island 
populace. 

Five hundred members of the Caribe Hilton Swimming 
and Tennis Club assisted in some way to the final success 
of this event, and to give you an idea of the elaborate plans, 
I need only mention the arrival of the players at the airport 
in San Juan where each was met by Rear Admiral Austin K. 
Doyle, Honorary Chairman; Robert J. Caverly, Manager of 
the Caribe Hilton; Bill Harris, Tournament Director; the 
elected tennis queen, lovely Johanna Drustrup; and numer- 
ous other dignitaries; and all adjourned to the airport's 
famous “Clipper Club” where Pan American served welcome 


At the cocktail party in honor of the players were (left to right) half of Sidney Schwartz, Julius Heldman, Hal Burrows, Gladys M 
Heldman, Allen Morris, Colin Hannam, Karol Fageros, Vic Seixas, Hugh Stewart, Art Larsen, Gardnar Mulloy, Joy and Tony 
Mottram, photogenic Sven Davidson, Dora and Charlie Pasarell and Betty Rosenquest Pratt. 


sO 


May, 1954 








cockt 
mitte: 
cars | 
minut 
Up 
Geor: 
playe 
packa 
innov 
file se 
Invite 
cigare 
ladies 
of the 
what 
the nm 
day n 
in the 
tation 
party 
At 
unpre 
pires, 
In: 
cerne 
sure t 
day, | 
on ha 
their « 
from 
boys 
Thi 
first € 
grand 
umbre 
pink « 
area, 
the fir 
match 
The 
limite 


specta 


Englar 
Hanna 


World 





- when 


| Betty 


ry and 
xas to 
ic lost 
ne was 


Hugh 


Tennis 

same, 
unani- 
ourna- 
ivable 
t com- 
‘acious 
tennis 


Island 


nming 
UCCeSs 
plans, 
ir port 
stin K. 
ger of 
r; the 
1umer- 
rport’s 
slcome 





dys M. 
| Tony 


1954 





cocktails, an innovation arranged by the Entertainment Com- 
mittee, headed by Mrs. Glen Lawrence. After this a fleet of 
cars lined wp to whisk the players to the Caribe Hilton—five 
minutes away. 

Upon arriving at the hotel, the players were greeted by 
George Cummings, Reservation Manager, who ushered the 
players to their pre-assigned rooms, where they found a 
package containing the following souvenirs (these too an 
innovation of the Entertainment Committee): A comb and 
file set in genuine leather case inscribed “1954 Caribe Hilton 
Invitational”; ball point pen from Pan American; Dunhill 
cigarette holder; sequin and rhinestone studded fan for the 
ladies; a bottle of Don Q Rum; a book of taxi tickets; a map 
of the city and a “Que Pasa” magazine to inform them of 
what was happening around town; as well as invitations to 
the now famous “Meet the Players Cocktail Party” on Mon- 
day night; the annual “Tennis Ball” on Thursday evening 
inthe Club Caribe Supper Club, and last but not least an invi- 
tation from Rear Admiral Doyle to his now famous cocktail 
party given each year before the “Tennis Ball.” 

At week’s end, the players in their appreciation gave an 
unprecedented cocktail party for the tennis committee, um- 
pires, linesmen, ball boys and local players. 

In so far as the actual running of the tournament was con- 
cerned, my job was made easy, for the Official Umpire made 
sure that every match from the 1:30 p.m. starting time each 
day, had a full complement of linesmen. 20 Ball boys were 
on hand at all times to carry out their duties, and in proof of 
their efficiency it can be attested that not one complaint came 
from the players (including Larsen) with regard to the 
boys and girls working each match. 

This year our general physical set-up was similar to our 
first event in that we had the tennis Marquee adjoining the 
grandstand court, stands alongside court No. 3, tables and 
umbrellas, the latter in the Caribe Hilton colors flamingo 
pink and Caribbean blue, over the grass covered non-playing 
area, and our large score board with the complete draws of 
the five events and up-to-date with each score of completed 
matches. 

The most difficult problem this year was in converting our 
limited quarters into ample seating arrangements for the 
spectators. To please the spectators, we also erected a canvas 


England’s Joy Mottram teamed with fellow-countryman Colin 
Hannam in the mixed doubles when husband Tony had to 
withdraw because of an injured back. 
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At Rear Admiral Doyle’s party for the players were Tennis 
Queen Johanna Drustrup, the host, Dolly Seixas and tourna- 
ment chairman Bill Harris. 


shelter over the bleacher seats accommodating 1,000 people 
and 28 boxes alongside the center court. While it seemed 
a simple operation at first, it turned out to be a major en- 
gineering feat. Because the canvas shelter protruded into 
the path of the lights and threw a shadow on the court at 
night, the lights had to be moved towards the main court. 
This was accomplished by excavating a five foot hole in the 
middle of court No. 2 and installing a thirty-five foot pole 
to serve the purpose also of supporting the canvas. This was 
done also on the north and south end of the second court. 


Men’s Singles 


Twenty-four players composed the Men’s Singles draw, 
eight of this number being from the Island. Favorites came 
through to the quarter finals, excepting Tony Mottram. Mot- 
tram was leading Sidney Schwartz 7-5, 4-4, and pulled up 
with a back injury, and as a result was forced to default. 
Larsen had his early troubles with Bob Bedard and was 
hung up on several occasions before finally bringing the 
match to a 9-7, 6-3 conclusion. The best early round match 
was the three set Mulloy battle against Julius Heldman on 
Court No. 3. Julius was playing exceptionally well and it 
was only Mulloy’s physical condition that enabled him to 
prevail, 6-3, 3-6, 6-4. In the quarter-finals, Seixas took the 
measure of Sven Davidson, capturing an early service break 
in each set and never relinquishing the lead. Nielsen was a 
winner over Schwartz, 6-4, 6-4, and Larsen handled Hugh 
Stewart with ease, 6-3, 6-2. 

Mulloy found himself in his second third-set match in 
succession with Hal Burrows. However, he was always in 
command, the final scores being 6-2, 3-6, 6-3. Seixas romped 
through Nielsen in the semi-finals, 6-1, 6-1, 6-2, in exactly 40 
minutes. It was obvious to this observer that the tide of 
battle would quickly go in Vic’s favor for it was Seixas who 
was into the net behind every serve from the very first point. 
On the other hand, Nielsen contented himself by staying 
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CARIBE SIDE-LIGHTS 
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Vic Seixas donned his “snorkel” outfit every morning to catch 
fishies in the briny while wife Dolly sunbathed from the 
cabanas reserved for the players. 


Pro Welby Van Horn gets ready to step back as Carlitos 
Alvarez winds up for a powerhouse first serve. 





Betty Rosenquest Pratt (sipping drink) and Karol Fageros are 
Glamorous Floridian player Karol Fageros with hotel magnate joined by Hugh Stewart who just recently finished touring 
Conrad Hilton and Rear Admiral Doyle. with the pros in his capacity as Canvas Superintendent. 
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hack after his own serves. This is just something that can't 
be done against Seixas, and especially on the fast playing 
court that we have in this tournament. 

Larsen’s win over Mulloy in the semi-finals was a 6-3, 
64, 6-4 victory. The match was almost a replica of last 

r’s finals. The trade winds seemed to bother Mulloy, but 

ved a factor in Larsen’s favor. He won all of his matches 
in this tournament by using the wind instead of fighting it. 
His lobs and drop shots with the wind in his face were beau- 
tiful to behold. 

The final round match began with much speculation as 
to Larsen’s ability to withstand the improved tennis that 
Vic was playing in this tournament. All doubt was dispelled 
after the first four games, for Larsen had already been 
playing his deep lobs into the wind and was jerking Vic 
around the court with changes of pace and his own occa- 
sional sorties to the net. Games followed service until 6-6, 
where finally Art broke through. Vic in turn broke back, 
and it wasn’t until 10-10 that Larsen broke again, holding 
his service in the next game for the set. 

Vic was now in a head-shaking mood and Larsen took 
advantage of his momentary relapse to get a service break 
early in the second set, holding his lead for a 6-4 set. Art 
ran off five straight games in the 3rd set. All of them seemed 
to be token games from Vic, as he was by this time com- 
pletely discouraged. If this match is any criterion, Vic will 
always have trouble on a windy day, for his backhand is 
undercut so severely that he cannot lob deep enough when 
against the wind. 

Ladies’ Singles 

Shirley Fry was the story in the Ladies’ Singles, running 
through her 5 singles matches with the loss of only 13 games. 
She had little trouble with Helen Fletcher in the semi-finals, 
and then on Sunday played the most inspired tennis I have 
seen in years. The turning point of her match with Doris 





Doris Hart dons her sweater after an early round match 

against Puerto Rican socialite Grace Valdes. Doris defeated 

Joy Mottram in the semi-finals, then bowed to her doubles 
partner, Shirley Fry, in the finals. 




















JOIN YOUR TENNIS PATRONS ASSOCIATION 





Your donation will help to: 


Write for further details to: 


1 Park Avenue — Suite 514 


1. Take children off the streets and permit them 
to enjoy a healthy clean sport. 


2. Teach good sportsmanship to young Americans. 


3. Interest youngsters in TENNIS and ensure con- 
tinuous popular appeal. 


4. Provide funds for special assistance to exception- 
ally promising young players. 


Eastern Tennis Patrons, Inc. 


New York 16, N. Y. 
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Sponge Cushion Insole 
Sponge Heel Cushion 
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RUBICO 


MODERN COURT SURFACING 


RUBICO TOP DRESSING . . . the easy, one-day 
application of RUBICO GREEN or RED DRESSING 
will give a beautiful, faster drying court. 


RUBICO TOP SURFACING . . . RUBICO GREEN 
SURFACING will give a green surface for surer 
footing, quicker drying and an earlier and longer 
playing season. 


RUBICO NEW COURT SURFACE . . . modernizes 
present clay courts and provides a green, fast- 
drying COURT of CHAMPIONS. These courts are 
dustless, glareless and resilient. They are lowest 
in maintenance . . . longest in playing season. 


Materials . . . Equipment 
Engineering Supervision . . . Construction. 


For Perfect Tennis Court Surfacing, write to 


RUBIEN CONSTRUCTION CO. 


WESTFIELD, NEW JERSEY 











was the 7th game of the 2nd set when it seemed that Doris 
might get her teeth into the match after all, but a let ball in 
Shirley’s favor and a miraculous backhand passing shot and 
backhand overhead smash —all three shots made on sy. 
cessive points — turned the tide again in her favor. 

One of the better matches of the Ladies’ Singles was q 
quarter-final Baba Lewis-Joy Mottram struggle. Baba seemed 
confident, for in their last appearance against each other, 
Baba won after being down 0-5 in the deciding set. This 
time she almost repeated her performance for, after being 
down 2-6 and 1-5, she pulled out the 2nd set 8-6. But Joy 
was the stronger of the two as Baba’s efforts sapped her 
strength for the 3rd set. 


ce fi pn: , 

Seymour Greenberg made one of his rare tournament appear- 

ances when he and his lovely wife Wanda came to Puerto Rico 
for the invitation tournament. 


Men’s Doubles 
Mulloy and Stewart came through three strong teams to 
win the Doubles, defeating Greenberg-Heldman, 6-4, 6-2; 
Nielsen and Davidson, 6-4, 7-9, 6-3, and Seixas and Larsen 


mt ee Soe. Ladies’ Doubles 
The Ladies’ Doubles provided one upset, as Betty Rosen- 
quest Pratt and Baba Madden Lewis defeated Joy Mottram 
and Helen Fletcher, 6-2, 9-7, However, they were no match 
for Hart and Fry in the finals. 
Mixed Doubles 
The Mixed Doubles perhaps provided some of the better 
matches of the tournament, and a large factor for this being 
so were the prizes in this event. The winners received a Bel 
and Howell 8 mm. movie camera, and for the first time 
Larsen had been left out of the draw because of his known 
dislike for the “Mixed Troubles” game. He was seen scurry: 
ing around the hotel after viewing the prizes. Even with 
threats, promises and bribes, he was unsuccessful in his 
endeavor to obtain a partner. Mulloy and Fry, the eventual 
winners, had a long quarter-final match against Davidson 
Pratt, final score being 11-13, 6-2, 6-4. Collin Hannam and 
Joy Mottram were upset victors over Nielsen and Helen 


Fletcher, 6-8, 6-4, 6-4. 


Seixas and Hart in the meantime had an easy job reach} 


ing the finals in the upper half, and in the titular round 
against Mulloy and Fry the best tennis of the tournament 
was seen. 

Standing room only signs were observed on the final day, 
and not one person left their seats until Mulloy on the final 
point hit one of his famous forehands to Doris Hart’s feet 

(Results on Page 61) 
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WHOSE OX GORED? 


by JIM COLEMAN 


This tired old heart bleeds every time 
that I hear or read of the inhospitable 
treatment to which Messrs. Victor Seixas 
and Anthony Trabert were subjected on 
their most recent tour of Australia. The 
American tourists, since their return 
to the United States, have described the 
Antipodean natives as unfriendly. 

Despite the fact that they have been 
safe in their homeland for several 
months, Messrs, Seixas and Trabert still 
are exhibiting their wounds on the 
slightest provocation. When interviewed 
by the — or when questioned 
on radio or television, Seixas and Tra- 
bert have comported themselves with 
tather painful dignity. Their manner 
seems to suggest that they’re saying, “for 
ourselves, we wouldn’t bother mention- 
ing this but—by gad, sir—the Austral- 
ians insulted the American flag.” 

Messrs. Seixas and Trabert are very 
young American tennis players who were 
sent to Australia on an important sport- 
ing mission. Theirs was no international 
goodwill junket—they were under in- 
structions to return to America with 
the Davis Cup, a trophy which repre- 
sents the world tennis championship and 
which is prized highly by the Australians 
who have held it for several years. 

Under the circumstances, the Aus- 
tralians scarcely could be expected to 
drop to their knees and greet their visi- 
tors as conquering heroes. Americans 
often find it difficult to understand the 
resentment which their well-meant pres- 
ence causes in other countries. The Aus- 
tralians, for their part, are world champ- 
ions in any field of resenting. 

It appears now that the young Ameri- 
cans were ill-equipped, emotionally, for 


Bell! the task of regaining the Davis Cup. In 


sports parlance, the Americans—Seixas, 
particularly—were handicapped by “rab- 


ry'| bit ears.” That is to say they were un- 


able to ignore the ribald, tantalizing 
and often raucous comments of the 
Australian tennis galleries. The Ameri- 
cans brought disaster on themselves by 
betraying their own hypersensitivity. 

It was Seixas who gave away the 
show. He was nervous and irritable in 
|| @ Warm-up tournament and he com- 
mitted the fatal error of complaining 
publicly over the rulings of one of the 
Australian court judges. The partisan 
‘| Aussies in the stands jumped on him 
gleefully. Up to that point, the audi- 
ences had been polite, but they had been 


awaiting the opportunity to sink their 
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verbal harpoons. It is likely that the 
Davis Cup was won and lost in that pre- 
liminary tournament because, after that, 
the rattled Seixas gave only spasmodic 
displays of his real court brilliance. 

The only American who maintained 
his emotional equilibrium in the Davis 
Cup matches was Billy Talbert, the non- 
playing captain. Talbert nearly re- 
gained the Cup by benching Seixas, go- 
ing on the court himself to partner 





A Word From The Editor 


The article, “Whose Ox Gored,” 
was written by a Canadian in de- 
fense of the Australian galleries dur- 
ing the Davis Cup matches. It was 
first printed in a Toronto weekly 
paper, “Saturday Night,” and illus- 
trates a point of view directly oppo- 
site to our own. I might say that 
when Trabert was quoted as “blowing 
the match,” he didn’t have far to 
blow— it was match-point for Hoad! 
But most players would agree with 
Jim Coleman that it would be better 
for tennis if all galleries (and not 
just a few) were allowed to express 


themselves. 
G. Mulloy 











Trabert in the doubles match which the 
Americans won. 

It was in the penultimate singles 
match that Tony Trabert was exposed to 
the “hostility” of the Australians, about 
which he is now complaining. Playing 
against young Lewis Hoad, Trabert 
double-faulted on a crucial service and 
the Australians in the stands broke into 
unrestrained applause. Trabert blew his 
roof and blew the match. 

Trabert apparently felt that, in a 
spirit of true sportsmanship, the Aus- 
tralians should have sympathized with 
him when he double-faulted. The ruffians 
were very unkind to express their delight 
over the commission of an error which, 
almost certainly, assured the retention 
of the Davis Cup. 

It is slightly amusing to hear an 
American athlete express such an opin- 
ion. After all, baseball is known as the 
American “national pastime” and base- 
ball is a game in which Americans 
taught the rest of the world that frustra- 
tion is to be greeted by cries of delight 
and the man who errs in a moment of 
crisis is heckled with great enthusiasm. 


Your agent has watched many baseball 
games in Major League parks. Fre- 
quently, we have seen a great star come 
to the plate with an opportunity to win 
the game and then he has swung ig- 
nominiously at the third strike. Although 
[ have cudgelled my memory, | don’t 
recall hearing, under such circumstances, 
the spectators rising en masse and cry- 
ing: “Oh, well tried, well tried!” or 
“Hard lines, old chap.” 

I seem to recall that, in those circum- 
stances, the spectators were very, very 
unsympathetic. 

Messrs. Seixas and Trabert really were 
treated quite gently by the Australians 
who, in the past, have demonstrated that 
they can be extremely rude and biased 
sports spectators. 

Messrs. Seixas and Trabert should 
realize, too, that every country in the 
world cherishes the desire to take a fall 
out of the United States in international 
sports competition. The Americans, de- 
servedly or undeservedly, have estab- 
lished a reputation for “winning at any 
cost.” Accordingly, the rest of the world 
winks when Americans beat their breasts 
and expatiate grandiloquently on sports- 
manship. 

The Americans do not yield interna- 
tional sports trophies any more grace- 
fully than the Australians. 


News From Knoxville 


Nationa] champ Tony Trabert, along 
with Mary Hardwick, Charlie Hare and 
Bill Davis, opened the University of 
Tennessee’s new all-weather courts on 


April 10th before a gallery of 500. Tony 


Tony Trabert and Bill Davis, former SEC 
champ, with Roger Nichols in the chair. 


defeated Hare in the opening match, 6-1, 
then took on Davis and disposed of him 
by the same score. Tony and Mary then 
combined in a hilarious doubles win over 
Hare and Davis, 6-3. The match was um- 
pired by Knoxville’s Roger Nichols. 
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Henri Cochet, one of the immortal Mus 

keteers, was photographed on a recent 

trip to Morocco by Gil de Kermadec, top 
French player. 


At the annual meeting of the Philadelphia 
Tennis Patrons were, front row (I to r) 
Nancy Cross, Edith Shipley, Samuel P. 
Howe, Nancy Hood and Carol LeCato. 
Back row: Bill Clothier, Mrs. Harold A. 
Haines, Jr., Robert Pratt, Jeanne LeCato, 
Natalie Cooper, Joanne Stuckey, Patty 
Cressman and Vic Seixas. 


Shirley Fry (left) and Doris Hart both played an exhibition with promising 10-year 
old Cindy Golbert at the recent tournament in Puerto Rico. 


Movie stars George Montgomery (left) 

and Dinah Shore won doubles trophies - 

at the recent Racquet Club tournament in Spectators at the Good Neighbor international event were 

Palm Springs. Shown with them is Dale Mona Barry; donor of the Challenge Bowl, Danny Arnstein; 
Issenhuth, co-winner of both events. and his brother, Sidney. Photo, Ken Howell. 
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My Most 
Exciting Match 


by SEYMOUR GREENBERG 


The most exciting match | ever played 
at St. Louis in 1942 when I won the 
onal Clay Court Championships. | 
ually lost the title before I won it! 
[shook my opponent’s hand in congrat- 
Z. and yet a few minutes later | 
was the winner. 

The finals were played in St. Louis on 
aSunday and I was due in New Orleans 
1 Mus. | the next day for the opening round of 
the National Intercollegiates. The Inter- 
cllegiates is probably the only tourna- 
ment in the world in which no matches 
are postponed and a player is defaulted 
ifhe arrives so much as one minute late. 
There are no exceptions. The rule applies 
equally to the last player in the tourna- 
ment or the No. | seed. 

The rule had been established when 
Paul Bennett first ran the event at North- 
western. I couldn’t possibly be late. Paul 
Bennett was my coach and Northwestern 
was my school. I’d have as soon de- 
faulted in the finals of Wimbledon. 
Harris Everett and I were due to play 
the finals of the Clay Courts on Sunday 
ifternoon. I had unsuccessfully tried to 
get a plane reservation for Sunday eve- 
ning. The last train that I could catch 
left St. Louis at 6:05 in the evening, 
and I had to be on it. 

The match was a tremendously long 
one. At 6 P. M., we were at 6-all in 
the fifth set. I decided I had to default. 
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reach New Orleans by morning. 

The Panama Limited, which was the 
train | was supposed to be on, was due 
to come through Memphis at 1 A. M. As 
the train pulled in, there I stood, clad in 
my shorts, ticket-less and wallet-less. | 
knew Paul Bennett was on the train, but 
since everyone was asleep, | had to talk 
pretty hard before | was allowed to get 
on and find him. He was very surprised 
to hear I'd won. 

The next week was anti-climatic, to 
me! Ted Schroeder won the Intercollegi- 
ates, while I lost to his Stanford team- 
mate, Emory Neale. 

* % * 

There were two matches that I would 
classify as the most exciting I ever saw. 
One was a match at Seabright between 
Riggs and Kovacs. On match point for 
Frankie, Riggs had been pulled way out 
of court and Frankie was standing at net 
with a set-up volley. Kovacs put a lot of 
spin on the volley so that it hung in the 
air. Little Bobby made a tremendous 
dash to the net, stretched as far as he 
could and hit a perfect passing shot. 
Needless to say, Riggs won the match. 

The other match, which was agonizing 
to watch, was a mixed doubles at Sea- 
bright featuring George Toley. After 
watching George lose this one, I knew 
exactly how an anxious father must 
feel when his son is playing the finals 
of the National Juniors. 

George, Leon Everett and I were trav- 
elling together that week. Seabright, I 
should explain, had unusual rules. The 
players were invited to stay at the hotel 
as long as they were in the tournament. 
As soon as they lost, the invitation to the 





I walked up to net, shook Harris’ hand, 
and turned to go off the court. 

I hadn’t taken a dozen steps when I 
was stopped by the Clay Court officials. 
They told me I would be in serious 
trouble if I didn’t complete the match. 
In the meantime Karl Hodge, who had 
been calling a baseline, kept Harris 
wating until the officials finished talking 
to me. I returned to the court, played 
jtwo more games and won the match, 
8-6 in the Sth! 

It was too late to make the train, ‘but 
here was a plane I could catch if I didn’t 
op to change my clothes. I flew into 
Buster May’s car, dressed in my shorts, 
ind we started for the airport going 80 
miles an hour. We were stopped by a 
policeman, but Buster explained the sit- 
ation and we received 2 police escort to 
he airport! 

Just as we got there, I realized that I 
had left my wallei_o» the umpire’s stand 
before the maich siarted—and I had for- 
potten to retrieve it. I had no money and 
0 ticket. Buster had $35, which was 
hough to get me to Memphis. That 
as good enough for me. I hopped on 











he plane in my shorts, determined tos 
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tournament ended and they had to check 
out of the hotel. 

Most of the players had no place to 
go until the next week. Therefore every- 
one played in as many events as he 
could, including the mixed. Leon and I 
were put out in the first round of all 
events while good old George was still 
in. George had an extra bed in his room 
and told us we could bunk there as long 
as he lasted in the tournament. Leon and 
I put the mattress on the floor and we 
flipped to see who would get the mat- 
tress and who would get the springs. 

For the next two days, Leon and I went 
through agonies pulling for George. He 
lost in his singles and doubles but he was 
still in the mixed. Everett and Greenberg 
went wild rooting for him! On the third 
day, George lost in the mixed and we 
had no use for the bum. 

I sat in the stands, wondering what I 
would do the rest of the week. Just then, 
Bob Friedman introduced me to another 
tennis player by the name of Herb 
Maass. Herb and | chatted for a while 
and he casually asked me, “Would you 
like to have dinner at our house toni... .” 

“YES!” 

Herb drove me to his home, which was 
most impressive. At the dinner table, his 
mother asked me where I was staying. I 
hemmed and hawed and looked down at 
my plate. 

“Would you like to stay with us for 
the rest of .. .” 

“YES!” 

Thereafter, Seabright held no terrors 
for me. I stayed at the Maass home and 
never again rooted for a mixed doubles 
team. 
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In Memoriam 








Adolphe Bentley 


Egypt has lost its oldest tennis official 
with the death of Adolphe Bentley (Bog- 
dadly), who died in Alexandria after 
several weeks of illness. 

Son of Jacob E. Bentley, who left 
London for Egypt in 1850, Adolphe was 
born at Alexandria on January 18, 
1876. He received his primary educa- 
tion locally, then went to the Gymna- 
sium at Gratz, Austria, and thence to 
the Agricultural Institute of Vienna, re- 
ceiving a degree in Agricultural En- 
gineering in 1897. 

Bentley travelled extensively in 
Europe and returned to Egypt to take 
charge of the agricultural land belong- 
ing to his father. He made several val- 
uable experiments in cotton growing, 
fruit culture and raising cereals and 
other crops, and in the application of 
artificial fertilizers for various soils. He 
wrote many articles on these subjects 
and was the representative of the Union 
Syndicale des Agriculteurs d’Egypte, 
which he was partly instrumental in 
founding. 

Bentley was a most popular official for 
well over half a century in the tennis 





world in Egypt. He was Honorary 
Referee of all the big international and 
local tournaments. He devoted the 
greater part of his spare time to teaching 
tennis to boys and girls and was mainly 
responsible for the progress of Egypt's 
leading players. It was thanks to his 
initiative in organizing junior tourna- 
ments that Egypt was able to produce 
players of the caliber of Marcel Coen 
(who won his first junior championship 
title in the early thirties), Acobas, Is- 
mail Adel, and other players of earlier 
days who later represented their country. 

Bentley leaves a large circle of friends 
to mourn his loss. The Egyptian Lawn 
Tennis Association will not easily find 
somebody to fill the great gap he has 
left. 

Tom Clarke. 


Baron Moritz von Bissing 


A link with the tennis past was sev- 
ered last week with the death of Baron 
Moritz von Bissing, noted German ten- 
nis player of a generation ago, who died 
at his home in Frankfort am Main, 
March 18. He was 67 years old. 
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Baron Moritz von Bissing, well-kno 








Regarded as one of the leading 
doubles players of his day, Baron yon 
Bissing was a contemporary of such 
famous tennis internationalists as Wild. 
ing and Brookes of Australia, Froity. 
heim and Kleinschroth of Germany, and 
Gobert and Decugis of France. In 19]3, 
partnered with Robert Kleinschroth, he 
won the hard court doubles “champion. 
ship of the world” at Paris, defeating} The | 
Wilding and Froitzheim in the final, Be.J Champ’ 
tween 1905 and 1920 he won numeroys{Dave ‘ 
tournaments on the continent and wassed, 5 
a frequent competitor at Wimbledon} nals. | 
and Queens Club. Champ 

Besides tennis, he excelled in many{Dave’s | 
other sports and had numerous athletic Johnsor 
“firsts” to his credit. A top-flight golfer) seded 
he was a former captain of the German fourth 
international golf team and later bethe we 
did get 
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came president of the German Golf Agt at 11 
sociation. One of the first to introduce hig} 
field hockey in Germany, he was also af opped 
excellent ice hockey player, a star rugbyas the : 
player, and an international poloist angon. In 
horseman. asy str 
Born in Metz in 1886, he was educa"g Chic 
ted at the Goethe Gymnasium in Franigtd Lesl 
fort and for more than 25 years wa In the 
president of the Sport Club “Frankfotbrant G. 
1880,” one of the leading sport clubs oe (one 
Europe. During World War I, he servegilective 
as a captain in the 23rd Regiment @or Osc: 
Dragoons of the German Army. hythm 
He is survived by his wife, the form@e was 
Gertrude Merton of Frankfort; a daugymner § 
ter Rose Marie, and a son Alexand#fon in s 
M., both of whom reside in New Yom Dorot! 
Charles Brandt }hampic 
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feating} The first upset of the Western Indoor 
ral, Be.{ Championships was registered by young 
meroys{Dave Nelson who trimmed the No. 2 
nd was§ved, Stanley Drobac, in the quarter- 
tbledon} finals. Drobac, who holds the Big Ten 
Championship, was overpowered by 
. many{Dave’s big service and net game. Oscar 
athleticl Johnson, the colored ace from St. Louis, 
golfer weded fifth, handled Charlie Hare, 
eveuie fourth seeded, without being extended. 
ter hejthe well-liked Wilson executive never 
did get the feel of the ball and made 
efoo many errors. Andy Paton, Ann Arbor 
third seed, scored a 6-3, 6-3 win over 
Olen Parks. This was Parks’ first tourna- 
ment since the change of rules permit- 
ting the sporting goods stars to play in 
_flournaments. 
‘| The semi-final match between Private 
VGrant Golden of Fort Leonard Wood 
“find Andy Paton was the climax of the 
Mournament. Paton’s anticipation and 
deadly volleying forced the defending 
Piitleholder to the limit. Time and again 
Mhroughout the entire match Paton 
ered half-volley passing shots that not 
ly amazed the gallery but also had 
want shaking his head and wondering 
Paton could keep scoring perfect 
cements under pressure. Golden won 
four of the closest sets I have ever 
en, 7-9, 12-10, 6-4, 10-8. In any of the 
free deuce sets one point given to the 
r of the set would have scored the 
in his favor. Golden’s deadly service 
pally decided the match, for in all other 
partments, overhead, return of service, 
leying, both players were surprisingly 
ven. Paton, I believe, played one of the 
nest matches of his tennis career. 
The Oscar Johnson-Dave Nelson semi- 
nal was a bitterly contested battle of 
services. Johnson broke through to win 
olf A#t at 11-9. The loss of this set broke 
rroducte high school lad mentally, and he 
also afitopped the last two sets 6-3, 6-1. This 
+ rugbwas the second match of the day for Nel- 
ist angon. In the morning Nelson scored an 
asy straight set win over a higher rank- 
educaag Chicago junior and No. | seed, Rich- 
Frankerd Leslie, 6-4, 6-1, 6-2. 
Ts In the final match of the men’s singles, 
ankfomprant Golden’s beautiful return of serv- 
lubs ee (one of the best on wood) and his 
_ servepiiectiveness at the net were too much 
nent Mor Oscar Johnson. Johnson has great 
ythm and a lovely touch at the net, but 
form@#e was not severe enough. The eventual 
daug#inner was never in doubt as Golden 
-xand#on in straight sets, 6-2, 6-4, 6-3. 
y Yow Dorothy Levine, National Indoor 
randt fhampion, breezed through the Women’s 


Western Indoor 
Championships 


by GEORGE O’CONNELL 
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Singles without being extended, losing 
only two games in the tournament, and 
that in the final to Mary Louise Vash, 
State Junior Girl’s Champion. Nancy 
Baker of Chicago Latin Grammar school 
upset Lynn Kernwein, Rockford, in the 
final after being down one set and 5-3, 
40 love, in the second set. 

12-year-old Marty Riessen won easily 
in the Boys’ Division. Marty, whose 
father is Claire Riessen, well known 
Hinsdale professional, defeated Donald 
Thorne, also from Hinsdale, 6-0, 6-3. 

Judy Ellis, daughter of Ralph Ellis, 
Chicago Tennis Association President, 
scored two upsets on her way to the 
final where she lost to Nancy O’Connell 
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(my 13-year-old daughter), 6-4, 6-3 in 
the Girls’ Division. 

Mary Louise Vash, top seed, won a 
6-3, 6-4 match over Nancy O’Connell in 
the final of the Junior Girls. In the semi- 
finals, Nancy outfought Bunny Bobrin- 
skoy, second seed and one of the top 
rated juniors in Chicago. Down 4-love 
in the third set, she started hitting and 
won six of the next seven games by sheer 
power, 4-6, 6-4, 7-5. 

Andy Paton and Stanley Drobac took 
a five set final doubles decision from 
Charlie Hare and Olen Parks, 7-5, 4-6, 
6-3, 4-6, 6-4. It was a gruelling struggle, 
decided in the end by Paton’s stellar vol- 
leying. 

(Results on Page 72) 





If you have a product that is packed and 
shipped in corrugated cartons, Krafco’lor 
cartons will help you sell it. Because 
Krafco’lor cartons are themselves traveling 
salesmen, stopping the eye and selling 
your product at every stop,from 

factory to market place. 


A bright new idea in corrugated containers, 
Krafco’lor is not costly overprinting 

but colored outer liners—priced so close to plain 
kraft cartons. Why not get your product out 

of the commonplace and into Krafco’lor— 

sell while you ship! A letter to our Dallas office 
will send a Krafco’lor man to talk colors 
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PIERRE ETCHEBASTER RETIRES 


Court Tennis Champion For Twenty-Six Years 


It was a sad day at the New York 
Racquet and Tennis Club in January of 
this year when, after 26 years of hard 
hitting and uncanny skill, Pierre Etche- 
baster announced his intention to retire. 
He has never been defeated or lost the 
master’s touch in all the years he has so 
successfully defended his title of World's 
Open Court Tennis champion. His reign 
over court tennis has been unbroken and 
unequalled since 1928, when as a com- 
parative novice to an ancient game, he 
won the title from G. F. Covey of Eng- 
land. 

Pierre, who recently celebrated his 
sixtieth birthday, still glides about the 
court so deftly that one is almost un- 
aware of his changing position. His ac- 
curacy and control of ball and racquet 
make him a hard man to beat. However, 
Pierre seems to feel that some of the 
edge has gone off his mighty game and 
the time has come to settle down to the 
less exciting but still important task of 
coaching. 

Pierre was born in St. Jean de Luz, 
France, and like most of the Basque 
people, showed an early aptitude for 
bat and ball games. His tennis founda- 
tion was laid by playing the fast and 


dangerous games of Jai Alai and Main- 
nues, both Basque games requiring 
great skill with a fast ball. Pierre held 
championships in both these games be- 
fore his interest in tennis led him to 
win the French National Championship 
in 1923. It was only five years later 
that he won the world crown. 

In his long career Pierre has been 
challenged by Walter Kinsella, the first 
to challenge Pierre for his new title. 
Kinsella was followed by National Ama- 
teur champion Ogden Phipps who chal- 
lenged and lost on three separate occas- 
ions. Jimmy Deer, champion of the 
British Isles, also tried his luck only to 
return home another victim of Etche- 
baster’s skill, having lost 7 sets to 4. 
The most recent contender was Alastair 
B. Martin, National Amateur champion 
of 4 year’s standing. Martin too has 
been beaten by the genius of Pierre's 
tactics and the famous footwork of the 
little Basque. 

Pierre’s timing and anticipation have 
thrilled many an experienced player 
and spectator. His shots were low and 
hard over the net, with a decided pre- 
ference for the corners and winning 
openings. It is a shame his beautiful 


style could not have been witnessed 
more people. A racquet was as much 
part of his body as his arms and 
His unbelievable anticipation led hi 
across the court in soundless grace t 
dig out seemingly impossible shots and 
cut them back for winning points, 


Court tennis, the father of our mod 
ern day lawn tennis, is far too litth 
known in this country. There is 
another game that equals the beauty of 
movement and constant concentration 
that court tennis demands. Handling 
the clumsy looking racquet and low 
bouncing string ball is a challenge to 
the best of players. To handle them 
with skill and grace such as Pierre’s is 
the accomplishment of a_ life time. 
Pierre Etchebaster’s unblemished reign 
will put him down in tennis history with 
such men as Jay Gould and the much be. 
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Choong Wins National Open Badminton Title 


by DICK JOHNSTON 


Eddy Choong, 23-year-old Malayan, 
proved that he is, indeed, the best bad- 
minton player in the world by winning 
the men’s singles title in the first United 
States Badminton Championships open 
to players of other nations. 

A crowd of 1500 jammed the courts 
of the Niagara Falls Country Club at 
Lewiston, N. Y., for the finals April 11 
and was downright amazed at the bad- 
minton displayed by Eddy, his brother 
Dave, and two other Malayans, Ooi Teik 
Hock and Ong Poh Lim. 

In winning the men’s singles cham- 
pionship, the 5-foot 4-inch, 118-pound 
Choong completed a round-up of every 
national title in international play. In 
earning 159 titles, as he won every sin- 
gles match he played during the last two 
years, the young Malayan has taken the 
national titles of the U. S., England, 
France, Denmark, Ireland, Scotland, :-The 
Netherlands and Malaya. 

. He had a mighty tough time winning 
this one, though. Joe Alston of Pasadena, 
Calif., gave Eddy a terrific battle before 
succumbing, and led until the very end. 
Choong triumphed by 15-5, 2-15, 15-13. 
Alston quickly moved to a 4-0 lead in 
the opening game, but then a string of 
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his racquet broke. Using another rac- 
quet, he was hitting long on his fore- 
hand and into the net on his backhand. 
He made 12 errors as Choong scored 13 
straight points. 

Alston’s racquet was repaired by the 
start of the second game and he really 
got hot. He ran up a 6-0 lead, lost two 
points and ran it out with nine straight. 

Choong explained afterward that he 
figured on losing that second game when 
he saw how Alston was going, but that 
he played out every point, running the 
27-year-old American all over the court. 

“Joe likes to make his points quick,” 
said the Malayan. “So I make him run. 
I keep the rallies going as long as pos- 
sible. I tire Joe out.” 

This strategy paid off, for Alston tired 
in the third game. 

The American moved to a 5-1 lead, 
saw Ohoong tie at 5-all, then went ahead 
again to 13-9. Then the Malayan got the 
serve and maneuvered his foe into four 
straight errors. 

Alston called “‘no set.” He got the serve 
back on a hard smash but on his service, 
Choong’s high return floated between the 
ceiling and a pipe suspended below, 
barely missing each (which would have 


the vacant crown. 68, 6-3, 
‘ . Boys’ | 
You've been a_ great champion, 

ma CA 
Pierre. Thank you for years of good S 
sportsmanship both on and off the court.| s.on4 
6-0, 6-2; | 
Sid Schwz 
Nielsen d. 
Bob Beda 












lost him a point) and Alston eventually 
hit into the net. 

Choong finished it 
smashes for points. 

Ooi Teik Hock and Ong Poh Lim de- 
feated the Choongs, 15-11, 15-4, in a 
doubles match which had the fans 
screaming and rubbing their eyes in 
wonder. 

Ooi and Ong had the Choongs on the 
defensive throughout with a relentless 
smashing game. Yet the Choongs would 
hit back shots that looked like sure| 
points. One time, they returned nine|Baba Lev 
straight smashes by the other team, but} Mottram | 
a tenth smash scored a point. i 
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Judy Devlin of Baltimore, All-England - agg 
champion and five-time junior title ; Quarter 
holder in this country, gained her first] Fletcher 
U. S. women’s singles crown with an| ,Semé-fn 
8-11, 11-6, 11-6 victory over Margaret] Finals. 
Varner of South Hadley, Mass. Semi-fin 
Judy, 18, and her sister, Sue, 23, de}? aut” 
feated Ethel Marshall and Bea Massman 
of Buffalo, 10-15, 15-8, 15-13, in doubles] ¢.2"2"t*" 
Alston and his wife, Lois, retained i: Mel 
mixed doubles honors with a 15-10) Semi-fn 
15-10 triumph over Wynn Rogers ané}°%, Mull 
Mrs. Hulet Smith of Arcadia, Calif. jis 
Wayne Schell and Bob Wright of Bos ° 
ton, Mass., kept the veterans’ double: 
crown by downing Ken Aderholt 06-2, 6-4; 1 
Clayton, Mo., and Herpel Perkins of mou. ae 
Rock Hill, Mo., 11-15, 15-6, 15-9. Harum 4. 
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Among the Dixie Junior winners were: (I to r) Tommy Holton, Jimmy Shaffer, Susan 
Hodgeman, Allan Quay, Pat Shaffer and Sandy Warshaw. Mrs. Harrison Hunt is 
presenting the prizes. Photo, Tampa Tribune. 


DIXIE JUNIORS 


Tampa, F.a., April 4 
Junior Boys’ Singles. Allen Quay d. Jimmy 
Shakespeare, 6-1, 6-2. 
Junior Boys’ Doubles. Quay-Shakespeare d. 


Hal White-Roberto Portello, 6-3, 6-3. 


Junior Giris’ Singles. Pat Shaffer d. Marilyn 


Stock, 6-2, 6-3. 
Junior Girls’ Doubles. Shaffer-Stock d. Billie 
Stokes-Mary Barry, 7-5, 6-4. 
Boys’ Singles. Jimmy Shaffer d. Larry Caton, 
6-8, 6-3, 8-6. 
Boys’ Doubles. Shaffer-Raul Roque d. Larry & 
CARIBE HILTON INVITATION 
San Juan, Puerto Rico, April 4 
Men’s Sing.es 


Second Round. Vic Seixas d. Charlie Pasarell, 
6-0, 6-2; Sven Davidson d. Morton Stern, 6-0, 6-4; 
Sid Schwartz d. Tony Mottram, 5-7, 4-4, def.; Kurt 
Nielsen d. Allen Morris, 6-4, 6-4; Art Larsen d. 
Bob Bedard, 9-7, 6-3; Hugh Stewart d. Colin Han- 
nam, 6-3, 2-6, 6-2; Hal Burrows d. Seymour Green- 
berg, 6-4, 6-2; Gardnar Mulloy d. Juiius Heldman, 
6-3, 3-6, 6-4. 

Quarter-finals. Seixas d. Davidson, 6-4, 6-4; Niel- 
sen d. Schwartz, 6-4, 6-4; Larsen d. Stewart, 6-3, 
6-2; Mulloy d. Burrows, 6-2, 3-6, 6-3. 


Semi-finals. Seixas d. Nielsen, 6-1, 6-1, 6-2; Lar- 
sen d. Mulloy, 6-3, 6-4, 6-4. 
Finals. Larsen d. Seixas, 12-10, 6-4, 6-4. 


Men’s Doub‘es 

Quarter-finals. Seixas-Larsen d. M. Stern-Bedard, 
-3, 6-4; Burrows-Morris d. Schwartz-Hannam, 6-0, 
-2; Mulloy-Stewart d. Greenberg-Heldman, 6-4, 
-2; Nielsen-Davidson d. Antonetti-Rodriguez, def. 
Semi-finals. Seixas-Larsen d. Burrows-Morris, 
6-4, 6-4; Mulloy-Stewart d. Nielsen-Davidson, 6-4, 
7-9, 6-3. 

Finals. Mulloy-Stewart d. Seixas-Larsen, 6-3, 8-6. 


AAD 


omen’s Singles 
Second Round. Doris Hart d. Grace Valdes, 6-0, 
6-1; Betty Pratt d. Rebecca Coldberg, 6-0, 6-1; 
Baba Lewis d. Margarita Pasarell, 6-1, 6-1; Joy 


Mottram d. Quetita Miro, 6-0, 6-0; Shirley Fry d. 
Margaret Babbitt, 6-0, 6-1; Gladys Heldman d. 
Josefra Cabrera, 6-2, 6-2; Hannah Sladek d. Hay- 
dee Muxworthy, 6-1, 6-2; Helen Fletcher d. Karol 
Fageros, 7-5, 6-4. 
uarter-finals. Hart d. Pratt, 6-2, 6-2; Mottram 

d. Lewis, 6-2, 6-8, 6-3; Fry d. Heldman, 6-0, 6-1; 
Fletcher d. Sladek, 6-1, 6-3. 

Semi-finals. Hart d. Mottram Fry d. 
Fletcher, 6-2, 6-2. 

Finals. Fry d. Hart, 6-3, 6-3. 

Women's Doubles 
Semi-finals. Hart-Fry d. Fageros-Sladek, 6-4, 6-1; 
“te 


6-3, 6-3; 


.| Pratt-Lewis d. Mottram-Fletcher, 6-2, 


Fina's. Hart-Fry d. Pratt-Lewis, 6-4, 6-2. 
Mixed Doubles 

Quarter-finals. Seixas-Hart d. Morris-Fageros, 
6-0, 6-1; Stewart-Sladek d. Burrows-Lewis, 6-4, 
6-0; Muiloy-Fry d. Davidson-Pratt, 11-13, 6-2, 6-4; 
Hannam-Mottram d. Nielsen-Fletcher, 6-8, 6-4, 6-4. 

Semi-finals. Seixas-Hart d. Stewart-Sladek, 6-3, 
6-4; Mulloy-Fry d. Hannam-Mottram, 6-3, 7-5. 

Finals. Mulloy-Fry d. Seixas-Hart, 4-6, 6-3, 6-4. 


CORAL GABLES TOURNAMENT 





Salvadore Park, April 11 
Men’s Singles 

Round of 16. Hal Burrows d. Walter Dockerill, 
6-2, 6-4; Frank Froehlivg d. Fred Aquilar, 6-4, 6-2; 
Vince Bugliosi d. Buddy Behrens, 9-7, 6-1; Sey- 
mour Greenberg d. Charles King, 6-0, 6-4; David 
Harum d. Hobart Wrobbel, 6-4, 2-6, 6-3; Mike 
Green d. Carl Haub, 8-6, 6-3. 


World Tennis 





Don Caton, 6-3, 4-6, 6-0. 

Girls’ Singles. Susan Hodgeman d. Judy Pils 
bury, 6-4, 6-2. 

Girls’ Doubles. Susan Metzger-Hodgeman 4d. 


Elaine Hixon-Sandra Lewis, 6-2, 6-0. 

Boys’ 13 and Under. Tommy Ho%ton d. Johnny 
Adler, 6-1, 6-2. 

Boys’ 13 and Under Doubles. Adler-Mike Neely 
d. Holton-Johnny Leyerzaph, 6-3, 7-5. 

Girls’ 13 and Under. Sandy Warshaw d. 
Ellingson, 6-1, 6-0. 

Girls’ 13 and Under Doubles. Warshaw-Ellingson 
d. Stella Cunningham-Carol Ann Prosen, 6-1, 6-3. 


Quarter-finals. Mike Green d. Al Mills, 6-0, 
Bugliosi d. 


Karen 





3-6, 
6-3; Burrows d. Froehling, 6-2, 6-4; 
Jerry Crowther, 6-8, 6-3, 6-4; Greenberg d. Harum 
(score not given). 

Semi-finals. Burrows d. Bugliosi, 6-3, 6-4; Green- 
berg d. Green, 6-3, 3-6, 6-3. 

Finals. Greenberg d. Burrows, 6-1, 

Men’s Doubles 


6-4, 


Semi-finals, Behrens-Harum d. Froehling-Crow 
ther. Greenberg-Burrows d. Taylor-Bugliosi, 6-3, 
6-3. 

Finals. Behrens-Harum d. Greenberg-Burrows, 


6-1, 2-6, 6-3. 

Women’s Singies 
Quarter-finals. Shirley Fry d. Mildred Thornton, 
6-0, 6-3; Karol Fageros d. Sue Herr, 4-6. 6-2, 6-1; 
Doris Hart d. Marilyn Stock, 6-0, 6-2; Joan Mer- 
ciadis d. Sally Hitt, def 


Semi-finals. Fry d. Fageros, 7-5, 6-0; Hart d. 
Merciadis, 6-0, 6-1. 
Finals. Hart d. Fry, 6-4, 8-6. 


BAY COUNTIES 
San Francisco, Apri! 11 
Men’s Singles 
First Round. Seth Peterson d. Jim Frolik, 10-8, 
9-7; Larry Axte'l d. Robert Pritzkow, 7-5, 6-2; 
Art Fish d. Earl Baumgardner, 6-2, 4-6, 10-8; 
Frank Golder d. Ernest DuBray, 6-3, 6-1; Nick 
Carter d. Bob Seymour, 6-2, 6-2; Jim Cornish d. 
Clay Bradley, 6-3, 6-4; Butch Krikorian d. Sandy 
McKay, def.; Charles Hickox d. Bob Culver, def. 
Second Round. Tom Brown d. Gary Gray, 6-3, 
6-3; Bill Green d. Paul Willey, def.; Bill Hoepner 
d. Lewis Hall, 6-2, 6-2; Chet Bulwa d. Bob 


Dawson, 6-1, 6-2; Gerald Moss d. John Cantrell, 
6-2, 4-6, 6-2; Harry Buttimer d. Dan Burke, def. ; 


Peterson d. Axtell, 6-2, 6-4; Fish d. Golder, 6-1, 
6-3; Carter d. Cornish, 6-1, 6-4; Ralph Gish d. 
Nadim Hajjar, def.; Jim Demas d. John Holden, 
6-4, 6-0; Jack Frost d. Phil Seymour, 6-2, 6-2; 
Don Hamilton d. George Gossler, 2-6, 6-4, 8-6; 
Toe Woolfson d. Emory Summers, 6-0, 6-2; Normar 


Brooks d. Tom Skelly, 6-1, 6-4; Krikorian d. 
Hickox, 3-6, 6-3, 6-2. 

Third Round. Brown d. Green, 6-3, 3-6, 6-2; 
Hoepner d. Bulwa, 6-2, 6-2; Buttimer 4. Moss, 


8-6, 6-4; Peterson d. Fish, def.; Carter d. Krikorian, 


7-5, 7-5; Gish d. Demas, 6-1, 2-6, 7-5; Frost d. 
Hamilton, 2-6, 6-0, 6-3; Woolfson d. Brooks, 8-6, 
6-0. 


Quarter-fina's. Brown d. Hoeprer, 6-1, 6-1; 
Peterson d. Buttimer, 6-2, 4-6, 6-2; Carter d. Gish, 
7-5. 6-2: Frost d. Woolfson, 6-3, 6-3. 

Semi-finals. Brown d. Peterson, 7-5, 
d. Frost, 6-4 0-6, 6-2. 

Finals. Brown d. Carter, 6-3, 6-4. 

Men’s Doubles 

First Round. Brown-Carter d. Burke-Bulwa, 
6-4; Summers-Moss d. Schroeder-B. Sevmour. 
6-1;  Peterson-Demas 4d. Skellv-Pritzkow. def.; 
Hoepner-Cantrell d. Morehouse-P. Seymour, 3-6, 
9.7, 6-2; Amark-Dee d. Cornish-Gray, def. ; Woolf- 


7-5; Carter 


7-5, 
6-0, 


Buttimer-Roche 
Gish-Brooks 4d. 


sot Gossler d 
d Hamilton: Krikorian, 
Chandler-Stratford, 6-4, 7-5 

Quarter-finals. Summers-Moss d. Brown-Carter, 
2-6, 6-3, 6-3; Peterson-Demas d. Hoepner-Cantrell 
3-6, 6-2, 6-0; Amark-Dee d. Woolfson-Gossler, 6-0, 
6-4; Buttimer-Roche d. Gish-Brooks, 6-2, 2-6, 7-5 

Semi-finals. Peterson-Demas d. Summers-Moss, 
6-3, 2-6, 6-2; Amark-Dee d. Buttimer-Roche, 6-2, 
4-6, 6-1 

Finals. Peterson-Demas vs. Amark-Dee 
because of darkness, 6-all in the final set) 
replayed, Amark-Dee d. Peterson-Demas, 6 
Women’s Singles 
Barbara Stein d. Dean Folger, 6-2, 


MceKay-Fish, def. ; 
def. ; 


(called 
When 


2, 8-6 


First Round. 


7-9, 6-1; Virginia Kovacs d. Margaret Wedertz, 
6-0, 6-0; Louise Gates d. Mardel Railey, 6-4, 3-6, 
6-3; Jerry Carter d. Nancy Loop, 6-2, 6-3 

Second Round. Anita Kanter d. Linda Vail, 
def.; Lynn Wall d. Marjorie McCord, 8-6, 6-2; 
Mary Ann Mitchell d. Andrea Sparling, def. ; Pat 
Naud d. Shirley Krikorian, 6-2, 6-1; Nancy 


Miller d. Connie Wilford, 6-2, 6-3. Jean Laird d 


Pat Maloney, 6-3, 5-7, 6-4; Carter d. Stein, 7-5, 
6-1; Kovacs d. Gates, 6-1, 6-3. 

Quarter-finals. Kanter d. Laird, 6-3, 7-5; Carter 
d. Wall, 6-3, 5-7, 7-5; Kovacs d. Naud, 6-2, 6-1; 
Mitchell d. Miller, 6-2, 7-5. ? 

Semi-finals. Kanter d. Carter, 6-2, 6-3; Kovacs 
d. Mitchell, 6-1, 6-4 : 

Finals. Kovacs d. Kanter. 8-6, 6-3. 

Senior Doubles 

Semi-finals. Chandler-Stratford d. Richardson- 

McCord, 6-1; 6-1; Graeber-Maloney d. Anderson- 


Mertes, 6-2, 6-1. ¥ / 
Finals. Chandler-Stratford d 


6-2, 6-2. 


Graeber- Maloney, 


1954 BRITISH SANCTIONED 


TOURNAMENTS 
MAY-JUNE 
MAY ; 
3-8 Hurlingham (H.C.) 
3-8 Shirley Park, Croyden (H.C.) 
10-15 Paddington (H.C.) 
12-15 Harrogate (H.C.) 
17-22 Sutton Coldfield (H. C.) 
17-22 Swanage (H.C.) 
24-29 Harpenden 
24-29 St. Annes-on-Sea (G.H.) 
24-29 Surbiton 
31-June 5 Cheltenham 
+4 se 5 Lowther, Barnes (G.H.)_ 
31-June 5 Northern, Manchester (G.H.) 
31-June 5 Torquay (G.H.) 
4, ery Priory (Birmingham) (G.H.) 
5, 7-10 Dinas Powls (G.H.) 
5, 7-12 West Derby, Liverpool (G.H.) 
7-12 Beckenham 
7-12 Colwyn Bay (H.C.) 
7-12 Halifax (Queen’s) ‘ 
249 West of England, Bristol (G.H.) 
14-19 Queen's Club : 
21-26 Huddersfield (G.H.) 
1 et. seq. Wimbledon 


28-July 3 Nantwich (H.C.) 
1954 INTERNATIONAL CALENDAR 
Official Championships are shown in CAPITALS 
MA 


3. Italy (Rome) 
> FRANCE (Paris) 
dag GREAT BRITAIN (The Champion- 
‘ ships—-Wimbledon ) ; 
?4-July 4 Poland (Men’s Championships) 
; : (Poznan) 
ULY 
4- J Sweden (Bastad) 
5- Ireland (Dublin) 


Switzerland (Gstaad) ; 
U.S.A. (Clay Court Championships) 
(River Forest, ) 


28-Aug. 2 Kenya (Nairobi) 
30-Aug. 8 Germany (Hamburg) 
AUGUST ? 
7-17 Norway (Oslo) P : 
16-22 Poland (Women’s Championships) 
(Cracow) 
16-22 UNITED STATES OF AMERICA 
(DOUBLES) (Chestnut Hill, 
Mass.) 
22-29 Austria (Portschach am Worthersee) 
28-Sept. 6 U.S.A. (SINGLES & MIXED 
DOUBLES) (Forest Hills, N.Y.) 
SEPTEMBER 
1-5 Germany (Baden-Baden) 
OCTOBER 
4-9 Great Britain (Covered Court Chps.) 
(Queen’s Club) 
4-24 Brazil (Rio de Janeiro) 
NOVEMBER 
9-14 Switzerland (Covered Courts) 


(Geneva) 


RUSSIAN NATIONALS 

Men’s Singles. Andreev (Moscow) d. 
(Kiev), 7-5, 6-1, 6-1. 

Men’s Doubles. Andree Belitz-Gayman (Moscow) 
d. Boitzov-Kiesewetter (Leningrad), 7-5, 6-4, 6-3. 

Women’s Singles. Miss Belonenko (Moscow) d. 
Miss Tchouvyrina (Russian Champ), 8-6, 6-0. 

Women’s Doub’es. Belonenko-Sevastianova d. 
Tchouvyrina-Kouzmina, 6-2, 5-7, 6-2. 

Mixed Doubles. Vetochnikova-Kiesewetter d. 
Viali-Kiwi, 6-1, 6-2. 


Fiedland 
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WHERE THE PROS ARE... 


A Complete Listing of All Members of the Professional Lawn Tennis Association 


Explanation of symbols: p—permanent; s—Summer; w—winter; 


*—Associate Member; 


t—Honorary Member. 


Addie, Pauline Betz——-(p) Arlington, Va. 


Adler, Jerry——(s) Fenway C. C., White Plains, 
N.Y. (w) Melrose Park., Ft. Lauderdale, Fla. 
Agutter, George—(s) West Side Tennis Club, 

‘orest Hills, L.I., N.Y. 
Ahrendts, Harry G.—(s) Army-Navy Club, Ar 


lington, Va. 
Angeles, John—(p) New London, Conn. 
Arend, Peter—(p) Oklahoma City, Okla. 
re Fred—(s) American Yacht Club, Rye, 


Babb, Martin—Norristown, Pa. 

Ballato, Lou—(s) Monmouth (N.J.) Beach Club, 
(w) City Athletic Club, New York, 

Barrow, Robert- 
(p) payeide, aR kB 

Beall, Carl—(p) Wheaton, Mad. 
(Md.) Club 

Beasley, Mercer—(p) New York, N.Y. 

Beckman, Willard—(p) Pleasant Ridge, 
nati, 


(s) Chevy Chase 


Cincin 


Bender, Anne—(p) New York, N.Y. 

Bennett, Paul—(w) Northwestern Univ., Evanston, 
Il. (p) Wilmette, Ill. 

Berger, Rudolph—(p) Mexico City, Mex. 

tBernson, James A.—-New York, N.Y. 

Bissell, Hawthorne—(s) Cast Anchors, Province 
town, Mass. (w) Stow-Mansfield Assoc., Stowe, 


Vt. 
Boakes, Harry—(s) South Shore C.C., Chicago, Tl. 
Bobbitt, Paul—(p) Virginia Hot Springs Golf & 
, Hot Springs, Va. 
Bohm. “Lester S.—(n) New York, N. Y. 
Bossong, Earl —(p) Cincinnati, O. (s) Camargo 
Club, Indian Hill Village, O. 


Botur. Fred—(p) Elmhurst, L.I., N.Y. (s) New 
Rochelle (N.Y.) Shore Club 
uin, Harry—(s) C.C. of Fairfield (Conn.) 
(p) Danbury, Conn. 
ovee, Roy oe ae Valley C.C., 
ar = 


yer, W yo ee Orange Lawn T.C., So. 
Orange, N. i (w) Riomar Club, Vero Beach, Fla. 
Braden, Victor—(s) Toledo (O.) T.C. 


a me Norman B.—Cynwyd (Pa.) Club 

ae 74 Stanley—(s) Bel Air C.C., Los Angeles, 

“Badd, William—Phila., Pa. 

we J. Donald—Town Tennis Club, New York, 

Buxby., Martin—(w) Hollywood (Fla.) Beach 
ote 


Byrne, Thomas M.—(w) New York (N.Y.) Ath- 
letic Club (s) Travers Isl., Pelham Manor, N.Y. 
= Robert L.—(s) Bronxville (N.Y.) Field 


*Capolino, Far 2g em Pa. 
Chambers, Iph E.—(s) Longwood Cricket Club, 
Brookline, Mass. (p) Needham, Mass. 
ba so = bi —(s) Mis peanicut Golf Club, 
tch Hill, (p) New York, N.Y. 
Chassard, aiken’ E>) Genin (Conn.) C.C, 
Condon, Arthur F.—(s) Old York C.C., Jenkin- 
town, Pa. (p) Phila., Pa. 
Cooke, Elwood—(p) New York, N.Y. 
Copeland, Edward—(s) New Canaan (Conn.) Club 
w) The Inn, Ponte Vedra Beach, Fla. 
Copeland, Norman—(s) Edgeworth Club, Sewick- 
ley, Pa., (w) Ocala (Fla.) Rec. Dept. 
Corey, Charles T.—(p) Jackson, Heats., L.I., N.Y. 
Costello, Charles—(s) Quaker Ridge Golf Club, 
— N. Y. (w) Princeton Club, New York, 


Crocker, Edward A.—(s) — (Conn.) Yacht 
Club (w) Scituate P.O., 
Croker, Bill—(s) eee Club, Lake Forest, Ill. 
(w) Arizona Biltmore Hotel, Phoenix, Ariz. 
Curry, Dr. Hugo—(p) Orlando Tennis Center, Fla. 
Davis, W. Hughes—(s) Skokie C.C., Glencoe, Ill. 
(w) Wichita, Kans. 

DeNissoff, Igor—(s) Mill River C.C., Stratford, 
Conn. (w) Beach T.C., Ft. Lauderdale, Fla. 

Doeg, William—Birmingham, Ala 

a » David—(s) Oyster Harbors Club, Oyster- 

Mass. (p) Swampscott, Mass. 

Dufton, Rowland—(p) New Rochelle, N.Y. 

Dufton, Sydney—(p) Rye, N.Y. (s) Westchester 
o.., Porcher, ¥. 
ames P.—Racquet Club, Phila., Pa. 

Barn, arl—(s) Hillcrest C.C., _ Angeles, Calif. 
Ederer, R. J. Co.—Chicago, I 

Maer Murray—(p) Brooklyn, oe et 

Ellis, Dan—(s) Forehand T.C., Alexandria, Va. 

Epstein, Eli—(s) Grossinger’s C.C., Ferndale, N.Y. 
(w) Bronx, N. Y. 

Evans, Rev., Malcolm—Brooklyn, N.Y 

— Waiter—(w) Wilkinsburg High School, 


Evert, gg The Country Club, Cleveland, O. 
(w ) Ft. Lauderdale, Fla. 

Evert, Jim—(s) Larchmont (N.Y.) Shore Club 
(w) Ft. Lauderdale, Fla. 

*Fahey, Howard S.—White Plains, N.Y. 

Faulkner, E. J—(s) The Inn, Buck Hill Falls, Pa. 
(w) Swarthmore (Pa.) Coll. 


Dunn, 
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N. 
‘») Kennebunk (Me.) River ‘Club, 


*Feise, Frank C.—Cincinnati, O. 
Fishbach, Joseph——(s) Woodmere, (N.Y.) C 
Ba Harbor T.C., Miami Beach, Fla. 
*Fitzharris, William—-New York, N.Y. 

*Fix, Carl F.—W. Orange, NJ 
Fogleman, Harry—Cincinnati, 

Foster, Franklin—Chicago, I). 

Frydell, Thomas—(p) Middletown (Ohio) T.C. 


C.C. (w) 


Gabriel, R. W.—New York, N.Y. 

Gaebel, Herbert W.—Westtown, Pa. 

as R. Sanford—(p) Rec. Dept., Clearwater, 

Gazlorde, Michael—(s) Harbor Point (Mich.) 

(p) Woonsocket, R.I. 

Ger, oy ~(p) Forest Hills, re e 7. (s) 
North Shore C.C., Glenhead, L.I., } 

Gillam, David S.—(s)_ Denver (Colo.) Cc. (w) 
The Racquet Club, Palm Springs, Calif. 

Goeltz, Frank M.—(p) Columbia C.C., Chevy 


Chase, 


Md. 
Goldwin, William—(s) Fresh Meadows C.C., Great 


Neck, L.I., N.Y. (w) Univ. of Miami, Coral 
Gables, Fila. 
Gonzales, Pancho—(p) Los Angeles, Calif. 
Goodall, George A.-—(s) 


ueens County Youth 
Athl. Center, Jamaica, L. I., N. Y. 
Gornto, Quinton Mitchell—(s) nr hon ogy Island 
Club, Rye, N.Y. (w) Ft. Lauderdale, Fla. 
Grant, Charles D. —(p) Montreal, Canada 
Gregory, Guy R.—(p) White Sulphur Springs, 
W.Va. (s) Black Enight and Beckley (W.Va.) 


Te 

Harned, Russell—(s) Du Pont C.C., Wilmington, 
Del. (w) Hotel Charlotte Harbor, Ponta Gorda, 
Fla 


Hendrix, John—(s) Cleveland (Ohio) Skating 
Club (w) Teachers’ College, Columbia Univ., New 
York, N.Y. 

Henrotin, Sylvia—(p) Lake Placid, N.Y. 

Hodge, Waldo V .— Burlington, Vt. 

Holmes, Eyre—(p) St. Augustine (Fla.) T.C. 

Holmes, Norman—(w) Everglades Club, 
Beach, Fla. 

Hover, Patricia—(s) Montclair (N.J.) Golf Club 
(w) Tangerine, Fila. 

Hoxie, Jean R.—(p) Detroit, Mich. 

Jacinto, Antonio P.—(w) Hollywood, Fla. (p) E. 
Rockaway, L.I., N. 

Jonense. Jack—(w) Racquet & T.C., New York, 

. (s) Piping Rock Club, Locust Valley, L.I., 


Kexicts, William—St. Augustine, Fla. 

Kenney, Jack—(p) Tamarack Tennis Center, Fran- 
conia, N.H. 

Kenney, William—Philadelphia (Pa.) Cricket Club 

Harry—(p) Sleepy Hollow C.C., Scar- 
borough, N. Y. 

Kinsella, Walter—(s) Seabright Lawn Tennis & 
Cricket Club, Rumson, N.J. (w) Holmdel (N.J.) 


TC. 

Kinsey, Howard—San Francisco. Calif. 

Klein, Roger G.—(s) Dayton (Ohio) C.C. (p) 
Bellevue, Ky. 

Kovacs, Frank—(p) Oakland, Calif. 


Palm 


Kramer, Jack—(p) Los Angeles, Calif. 
Kruger, Warren—(s) Orienta Beach Club, Mamar- 
oneck, N.Y. (w) Aiken, S.C. 


hr Ry Frank—(p) Yale Club. New York, N.Y. 

Laiks, Lawrence G.—(p) Brooklyn, N. 

—_ Ledyard—(s) Shenarock Shore Club, Rye, 
N.Y. (w) White Plains, N.Y. 

Langham, James W.—(p) San Antonio (Texas) 


& 

Larsen, John—(p) Florida Yacht Club, Jackson- 
ville, Fla. 

Laverdure, Lucien—(p) Montreal, Se gg j 

Lay, Harold Robert—(p) Great Neck, LI. N.Y. 
és) Abenequi Club, Rye Beach, N.H. 

Lederman, Morton S.—(s) Banner Lodge T.C., 
Moodus, Conn. (p) Dorchester, Mass. 

— Herbert—Sidwell Friends School, Wash. 


LeMaire, Ted—(p) St. Adele En Haut, Canada (s) 

Bellemeade C.C., Nashville, Tenn. 

Long, Walter—Jackson Hgts., L.I., N.Y. 
Lufler, William—(w) Univ. of Miami, ‘Coral Gables, 

Fla. (p) Miami, Fla. 

Lundgren, Charles o Morris County Golf & 

; (p) Bloomfield, N.J. 

Arnold—(s) Kissena Lp Flushing, L.I., 

N.Y. (p) seen, L.I., N.Y 
Lyons, Gabriel H.—(p) New York, N.Y. 

Lyons, Walter J.—(w) Belleview Biltmore, Bellair, 

Fla..(s) Coveleigh Club, Rye, N.Y 
McGrath, Clay—(s) New Orleans (La.) C 
McL aughlin, Hugh—(s) as og (N.Y.) 

Club (p) Jackson Hgts., L.I, N.Y. 
Mahoney, Peggy—Jersey City, N.J. 
Majkut, Henry—Providence, ss 
Mala, Jirka—(s) Camp Onaway, Bridgewater, N.H. 

(p) Ossining, N. 

Marble, Alice—Los An eles, Calif. 

Margolis, Irving—(p) allas, Texas 

Marquandt, Willar H.—(s) Virginia Hollinger 
Memorial T.C., Dayton, Ohio 


Lynn, 


«Field 


Lilien (s) Moss 

(p) New York, N.Y. 

Martin, P. Donald—(s) The Kirtland C.C,, 
loughby, O. (w) Boston egy College, 

Mayer, Alexander—(p) fa) N. 

Meinhold, Arthur—(s) C.C, of Wotan 2 ( 
(p) Freeport, Luhey N.Ye 

Menefee, George—(s) Cincinnati (Ohio) Ce 

Mesmer, Fred M.—(p) Aran, Va. (s) 
Haven C.C., Alexandria, 

“Metzger, Gisela—(p) Middle “Villa » Le 
Miller, Roy—(s) peer Ge. msford, 
(p) Astoria, L.1., 
Milward, a ps eee 
+ pe Frank J.—(p) 


Martin, Lake Camps, 










=i) New mS aoe N.Y. 
Rot oP anemeaats, N.Y 
e, ~ k <p artsdale, oe.. fey 
chester C.C., Rye, = 


*Molfetto, Joseph- Brooklyn, N.Y. 
Morton, Jason Gilbert—(p) Corpus Christi, 
Murphy, Chester—-(s) Broadmoor Hotel, 
Springs, Colo., (w) Univ. of Chicago. (Ti. 
Murphy, William E.—(s) Town Club, Milw: 
isc. (w) Univ. of Michigan, Ann Arbor 
Myers, Franklin R.—(s) Fire Island, N.Y, 


ar Hills, N.J. 
Nevins, Thomas-—-(w) Downtown Athl. Club, 
yout N.Y. (s) Bayberry Beach & T.C., I 
Nichols, Roger M.—(p) Nashville, —_ 
Norton, Elmer K.—(p) N. Plainfield, N.J. 
— D. erg x Ae Sunnyside Gardens Cc 
Asen., L.I.C., N.Y. 
Olson, Vincent C. 
head (N.J.) Yacht Club 
Osborne, Clint—El Panama, Panama 
Parker, Frank—Chicago, III. 
rs, Frank—(p) Pt. Pleasant (N.J.) Beach @ 


Pellizza, Pierre—(p) Phoenix (Ariz.) C.C. 

Peters, Henry N.—(s) Canoe Brook C.C., Summit, 
N.J. (w) Bucknell Univ., Lewisburg, Pa. 

Peterson, Herman—(w) Everglades Club, Palm 
Beach, Fla. (s) Hollywood Golf Club, Deal, NJ. 

Petra, Yvon—(s) Saddle & ya Club, Chicago, 
Ill. (w) Boca Raton (Fla.) C 

Phillips, Mickey—(p) olen N. 7 

Phillips, Russell—(s) Beach Point Club Mamaro- 
neck, N.Y. (p) Staten Island, N.Y. 

*Poster, Jack—Brightwaters, N.Y. 

Powell, Wilfred C.—Toronto, Ont., 

Preble, 


(p) Bronxville, N.Y. (s) 


Copete 
_ C.—(p) Orangeburg, N I 


Primm, E. D.—(p) Ellinor Village C. C., Ormond 
Beach, 

Prochaska, , or Chattanooga (Tenn.) T.C. 

Quinn, Henry J.—(s) Ardsley (N.Y.) C.C. (w) 
Coral Beach Club, Bermuda 


Randle, Dorothy—(p) New York, N.Y. 
Reid, James S.—(s) Philadelphia (Pa.) Cricket 


ub 
Riggs, Robert L.—(s) Roslyn, N.Y. (w) Roney |é 
Plaza Hotel, Miami Beach, Fla. 
*Richards, H. Levan—New ne N.Y. 


Richards, Vincent—New York, N.Y. 

Richardson, Don—(s) Idle Hour T-C., Delaware 
County, Pa. (w) Haverford (Pa.) School 

Richey, George—Houston (Texas) C.C. 

*Ritter, William Clarke—Philadelphia, Pa. 

Ritzenberg, Ritz—(s) Edgewood C.C., Charleston, 
W. Va. (w) Coconut Grove, Fila. 

Rodgers, Jack—(s) Cherokee C.C., Knoxville, Tenn. 
(w) St. Petersburg (Fla.) T.C. 


Rurac, sm sel Indian Hill Club, Winetka, Il. 64 


(w) Shadow Mountain Club, Palm Desert, Calif. 
Rurac, Vini—(s) Eldridge Club, Baltimore, Md 

(w) Shadow Mountain Club, Palm Desert, Calif. 
Rushton, Luke L.—(p) Young Harris (Ga.) Coll 
*Russfield, Lawrence G.—Boston, Mass. 


Seewagen, George L.—(s) Round 5 Green- |7-5 


wich, Conn. (p) Bayside, L.I., 

Segura, Pancho—Los Ange'es, Calif. 

Seminoff, John ei The Beach Club, Naples, 
Fla. (p) Brooklyn, N. 

*Semons, Thomas B., Jr. —Philadelphia, Pa. 

Senior, Walter—(p) Lyndon, Ky. (s) Louisville 
(Ky.) Boat Club 

Serues, Edward J.—(p) pales, Mass. (s) Sippi- 
can T.C., Marion, Mas 

Sherman, Harold E.—(s) ‘Site Park T.C., Cincin- 
nati, Ohio 


Shore, Sam—(s) Sam Shore Tennis Cts., Pt. Wash- e 
N.Y. 


ington, L.I., > 
Shreve, William— Washington, 
Silvestri, Albert F.—(s) coe Aa Cin, Newburgh, 


N.Y. 
Pe: Martin J.—(p) The Cloister, Sea Island, ri 


Ga. 
“Singer, Aaron H.—New York, N.Y. 


Singer, Stanley—Fed Peruana de Lawn Tennis,|” 
6 


Lima, Peru 
tSoutar, Jack—Philadelphia, Pa. 
Sonne Barbara R.—(s) Swampscott, Mass. 
) Melrose, Mass. 
sesh Robert—(w) Palm Beach (Fla.) Hotel 


Stas, "John Michael—Philadelphia (Pa. Cricket an 3-6. 


Stead, Herbert—(s) Saunderstown (R.I.) 
Club (p) Harrisville, R.I. 

Stone, — E.—(s) Creek Club, Locust Valley, 
Lacdes (p) New York City 

Stubbs, oe D.—(s) Fox Meadow T.C., Scars 
dale, N.Y. (w) Miami, Fla. 

Summerfield, Sidney—(p) Daytona Beach, Fla. (s) 
The Casino, Siasconset, Mass. 

Swanson, Charles E.—(w) Indoor Tennis Courts, 
E. Providence, R.I. 


(Please turn to Page 63) 
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Charlie Hare = his wife, Mary Hard- 
wick, are currently touring the country 
giving exhibitions and clinics under the 
sponsorship of Wilson Sporting Goods. 


ROEHAMPTON TOURNAMENT 
Surrey, England, April 10 
Men’s Singles 

Quarter-finals. J. Barry (N. Z.) d. M. Otway 
(N. Z.), 6-1, 3-6, 9-7; I. ae (Pol.) d. I. J. 
Warwick (Eng. ?s 6-2, 0-¢ Nae, ‘= E. Robson 
(N. Z.) d. N. Lo (Eng.), ; J. E. Barrett 
(Eng.) d. D. Reid (Eng.), C2, 6.2 
Semi-finals. Barry d. Tloczynski, ‘ 3, 6-4; Barrett 
d. Robson, 7-5, 6-2. 
Finals. Barry d. Barrett, 1-6, 6-3, 7-5. 

Men’s Doubles 
Semi-finals. Barrett-Otway d. nee: ae, 6-1, 
6-3; Filby-Reid d. Barry-Robson, 5-7, 6-3 
Finals. Barrett- Otway d. Filby-Reid, 5- 3 6-2, , 6-4. 

Women’s Singles 
Quarter-fina!s. Ann Shilcock d. B. Knapp, 7-5, 
6-0; G. E. Woodgate d. M. Harris, 6-2, 6-3; Angela 
Buxton d. A. P. Anderson, 6-0, 6-0; Angela Mor- 
timer d. Mrs. A. H. Thomas, 63, 6-4. 
Semi-finals. Woodgate d. Shilcock, 5-7, 7-5, 6-3; 
Mortimer d. Buxton, 6-4, 6-4. 

Women’s Doubles 
Semi-fina's. Mortimer-Shilcock d. Parker-Long 
Innes, 6-1, 6-0; Cawthorn-Harris d.  Brock- 
Titchener, 4-6, 6-3, 6-3. 
Finals. Mortimer-Shilcock d. 


6-1, 3-6, 6-2. 
Mixed Doubles 
on Otway-Shilcock d. Oakley-Woodgate, 6-1, 


Cawthorn-Harris, 


TONY TRABERT DEFEATS RICHARDSON. 
Jackson, Mississippi, April 12 
ponaien. Tony Trabert d. Hamilton Richardson, 


Doubles. Trabert-Tom Falkenburg d. 
Slew Hester, 2-6, 6-2, 6-2. 


DANISH Ib INDOORS 
March 21 
Men’s Singles 
Second Round. Jorgen Ulrich d. Bernhard Fred- 
criksen, 6-1, 6-3; Boris Mathisen d. Jorgen Hegn, 
4-6, 6-4, 6-4; Soren Hojberg d. Arne Velschow, 


7. 
Richardson- 


. 16-3, 6-0; Bent Poulsen d. Leif Marwitz, 3-6, 7-5, 


6-0; Niels Knudsen d. Buster Bach, 6-1, 6-3; Bent 
reluh d. Leif Truelsen, 6-1, 7-9, 6-2; Mog ehs 
“IRelsby d. Paul Delhom, 7-5, 7-5; Torben Ulrich 
d. Poul Fjaeldstad, 6-0, 6-0 

Third Round. Jorgen U Tirich d. Mathissen, 6-1, 
6-3; Hojberg d. Marwitz, 6-4, 9-7; Kozeluh d. 
ee. 5-7, 6-0, 6-0; Torben Ulrich d. Felsby, 


p Jorgen Ulrich d. Bovherg, 12-10, 
6-3; Torben Ulrich d. Kozeluh, 6-4 
« Finals. Torben Ulrich d. Jorgen Unich, 6-4, 8-6, 


Men's Doubles 
Semi-finals. Torben Ulrich-Jorgen Hegn d. Niels 
Knudsen-Erik Bjerre, 6-1, 6-2; Soren Hojberg- 
Hiatal Ulrich d. Bent Poulson-Leif Marwitz, 6-1, 


Finals. Hojberg-Jorgen Ulrich d. Torben Ulrich- 
Hegn, 8-6, 11-9, 6-2. 
Ladies’ Singles 
Semi-fina's. Milly Vagn Nielsen d. Lisa Gram 
wig def.; Else Schmidt d. Vera Johansen, 
6-4. 


Finals. Nielsen d. Schmidt, 6-3, 6-3. 
Ladies’ Doubles 
inals. Lisa Gram Andersen-Vera rer d. 
ee Schmidt-Milly Vagn Nielsen, 3-6, 7-5, 
Mixed Doubles 
Semi-finals. Jorgen Ulrich-Lisa Gram Andersen 
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Niels Knudsen-Merete Bagge, 7-5, 4-6, 6-4; Jor- 
Fe. Hegn- Vera Johansen d. Soren Hojberg-Milly 


agn Nielsen, 6-4, 4-6, 6-4. 
inals, Jorgen Ulrich-Andersen d. Hegn-Johan 
sen, 6-4, 7-5. 


EVERGLADES INVITATION 
Palm Beach, March 21 
Men's Singles 
First Round. Don Platt i W. Oughterson, 4-6, 
8-6, 6-2; Tony Vincent d. Gurston Allen, 8-6, 6-3; 
Tony Mottram d. Robert Evans, 6-0, 6-0; Mike 
Green d. Dwight Goldthorpe, 6-2, 6-1; Hal Burrows 
d. Harris Lowrey, 6-1, 6-2; Sven Davidson d. Jack 
Ohlhaber, 6-1, 6-0; Vic Seixas d. Frank Murphy, 
6-0, 6-2; Bob Bedard d. George Clark, 6-2, 10-8; 
Hugh Stewart d. Ray Summers, 6-4, 6-4; Colin 
Hannam d. Igor Cassini, 7-5, 6-2; Gardnar Mulloy 
d. John Fowler, 1-6, 6-0, 6-3; Malcolm Fox d 


Cal Ragan, 6-3, 6-2; Sidney Schwartz d. Charles 
Harris, 6-2, 8-6. 

Second Round. Tony Trabert d. Platt, 6-2, 6-0; 
Vincent d. Mottram, 6-4, 6-2; Art Larsen d. M. 


Green, 6-3, 6-4; Burrows d. Davidson, 7-5, 2-6, 6-4; 
Seixas d. Bedard, 6-3, 6-4; Stewart d. Hannam, 6-0, 
6-0; Mulloy d. Fox, 6-3, 5-4, def.; Schwartz d 
Nielsen, 6-3, 6-3. 
Quarter-finals. Trabert d. Vincent, 


6-2, 6-0; 


Larsen d. Burrows, 7-5, 6-2; Seixas d. Stewart, 6-8, 
7-5, 6-4; Mulloy d. Schwartz, 6-1, 1-0, def. 
Semi-finals. arsen d, Trabert, 5-7, 8-6, 6-4; 


Seixas d. Mulloy, 6-0, 6-3. 
Finals. Seixas d. Larsen, 6-2, 7-5, 6-1. 
en’s Doub 
Quarter-finals, Seixas-Trabert d. T. T. & W. A. 
Oughterson, 6-1, 6-2; Stewart-Burrows d. Mottram 
Hannam, 6-2, 6-2; Larsen-Nielsen d. M. Green- 
Cassini, ‘a, 6- 3; Mulloy-Davidson d. Bedard- Platt, 


Seixas-Trabert d. Stewart-Burrows, 
5-7, 6-2, 6-2; Mulloy-Davidson d. Larsen-Nielsen, 
3-6, 6-2, 6-2 
é Finals. Seixas -Trabert d. Mulloy-Davidson, 6-4, 
-1. 
Women’s Sing!'es 

First Round. Doris Hart d. Zoe Leach, 6-0, 6-4; 
oan Merciadis d. Meta Schroedel, 7-5, 6-0; Joy 
ottram d. Carolyn Rittenour, 6-0, 6-2; Helen 
Fletcher d. Jane Walsh, 6-0, 6-1; Marta Barnett d. 

rmen my <4 6-3, 6-0; Shirley Fry d. Miriam 
Tatoul, 6-1, 

pa Rte a Hart d. Hannah Sladek, 6-4, 6-2; 
Mottram d. Merciadis, 6-3, 7-5; Fletcher d. Thorn 
ton, 6-2, 6-4; Fry d. Barnett, 6-4, 

Semi-finals. =a he Mottram, 6-3, 75. 5; 
Fletcher, 3-6, 6-1, 

Finals. Hart d. oFy, 6-4, 3-6, 11-9. 


BARANQUILLA ROUND ROBIN 
Colombia, April 11 

First Day. Tony Mottram d. Gardnar Mulloy. 
7-5, 6-4; Hugh Stewart d. Sven ,Davidson, 6-4, 6-8 
9-7; Stewart d. rye 4-6, 6-2, 6-3; Art Larser 
d. Mottram, 9-7, 6-1. 

Second Day. btew Se d. Larsen, 9-7, 6-2; Mulloy 
d. Davidson, 6-4, 8-6; Mottram d. Davidson. 1-6. 
6-4, 6-3. 

Third Day. Larsen d. Davidson, 6-1, 6-3; Larsen 

d. Mulloy, 2-6, 6-4, 6-3. Helen Fletcher d. ‘he Mot 

tram, 6-4, 7-5. 
Art 


Winners: 
TOURNOI D’AZUR 
Asnieres, March 22 
Men’s Singles. Haillet d. Ducos de la Haille, 


10-8, 6-1. 
Doubles. Haillet-Pellizza d. 
6-2. 


Fry d 





Larsen and Helen Fletcher 


Men’s Ducos de la 


Haille-Molinari, 3-6, 6-3, 
Women’s Singles. Ratier d. Juglar, 9-7, 3-6, 6-3. 





Where the Pros Are 


(Continued from Page 62) 
Taylor, Clark M.—(p) Chevy Chase, Md. (s) Edge 
moor Club, Bethesda, Md. 


Taylor, Fay V.—(p) Urbana, Ill. (s) Granville 
(Ohio) T.C. 

Tenaille, Bernard Paul—(p) Valle Arriba Golf 
Club, Caracas, Venezuela 

Thomas, Bruce—(w) West Palm Beach (Fla.) T.C 

*Thomas, Sigmund pie York, N.Y. 

Thompson, Richard B.- Lee, N 


Thompson, W. Huyler ratios. N.Y 

tTravis, James H.—Philadelphia, Pa. 

Van Bylevelt, any C.--(p) Key Biscayne, Fila 

Vinton, Carl—(w) Isle de Capri Hotel & Yacht 
Club, Miami Beach, Fla., (s) Coral Beach T.C., 
Palm Beach, Fla. 


Voigt, Frank O.—(s) Woodhill C.C., Wayzata, 
Minn. (w) Bath & T.C., Palm Beach, Fla. 
Walls, John B.—(s) (N.J.) C.C. (p) 


Plainfield 
Great Neck, L.I., N.Y. 
Warzycki, John V.—Univ. Club of Gavemed (O.) 
Watson, Dan—(p) ‘Chevy Chase (Md.) C 
Welsh, Deborah K.—(p) Oxford, Resacscl Pt., 

Bermuda (s) Princess Hotel, Hamilton, Bermuda 
Whalen, Joe—(w) Jacksonville, Fla. (s) New 
Canaan (Conn.) T.C. 
White, William F.—(p) Merion Cricket Club, Hav 


erford, Pa. 

Williams, Reuben—Leesburg, Fla. 

Withall, Ted P.—(w) Virgin Island Hotel, V.I. (p) 
San Diego, Calif. 

Wood, Charles M.—Coral Beach T.C., Palm 
Beach, . 

*Wood, James—Norwalk, Conn. 

Woods, Ralph D.—(p) St. Louis, Mo. 

Wright, Gardner—(w) Casa Marina Hotel, Key 


West, Fla. (s) Greenbrier Hotel, White Sulphur 
Springs, W.Va 

Yohan, Marion—(p) Miami, Fla. 

Zaenglein, G. Udo—(s) Fishers Island (N.Y.) C.C 
(p) Brooklyn, N.Y. 

Zaenglein, Udo—(s) Shore & C.C., E. Norwalk, 
Conn. (w) Jupiter Island Club, Hope Sound, Fla 

Zeese, Herbert—Huntington, L.I., N.Y. 


Answers to the Quiz 

1. H. L. Doherty once, 1903. 

Lacoste twice, 1926 and 1927. 
Cochet once, 1928. 

Perry three times, 1933, 1934, and 
1936. 

Sedgman twice, 1951 and 1952. 

2. Unseeded Ron Livingston of 
U.C.L.A. 

3. Thirty. 

4. Neale Fraser, Roy Emerson and Ash- 
ley Cooper. 

5. Maureen Connolly, who won the Na- 
tional Woman’s Singles Champion- 
ship for the third time, and Vic 
Seixas who won the Spring Lake In- 
vitation Tournament for the third 
time, thus becoming the possessor of 


the Clifford Hemphill Bowl. 


The Pro Tour in Mexico. (L to r) Pancho Gonzales, Pancho Segura, Jack Kramer and 
Frank Sedgman just before their doubles match. 
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Wayne Crow presents the men’s doubles trophies to Joe Woolfson (left) and Butch 
Krikorian. 





Oakland’s Earl Baumgardner (right) defeated Stanford’s Charlie Hickox in a marathon 
6-3, 17-15, match. 


SECOND ANNUAL TRACY 
Tracy, Cali’., March 28 


Men’s Singl 

First Round. Joe Woolfson a: Bill Hall, 6-2, 6-3; 
Jim Austin d. Hank Gomez, def.; Butch Krikorian d. 
Bud Pardini, def.; Manuel Ruiz d. Mike Ely, 6-2 
6-3; Harry Buttimer d. Bill Levin, def.; Earl 
Baumgardner d. Ray Botsford, 6-3, 6-3; Bill Hoogs 
d. Harry Fisher, 6-4, 6-4; Charles Hickox’ d. 
Robert Bell, 6-2, 6-0; Bill Hoepner d. Len Adams, 
6-2, 6-1; Don Straub d. Francis Kellogg, 6-1, 6-0; 
Harold Mitchell d. Jim Jensen, 6-0, 6-0; Jack Dar- 
rah d. Jack Tesch, 6-4, 6-1; Chet Bulwa d. John 
Krysiak, def.; John Cantrell d. Bob Kellogg, 6-0, 
6-4; Merrill Ehmke d. Jim Frolick, 6-3, 1-6, 6-3; 
Lew Hall d. Tony Stratta, 3-6, 6-3, 6-1. 

d Round. Woolfson d. Austin, 7-5, 6-2; 
Krikorian d. Ruiz, 6-1, 6-1; Baumgardner d. But- 
timer, 6-4, 6-8, 6-1; Hickox d. Hoogs, 6-3, 6-0; 
Hoepner d. Straub, 6-3, 7-5; Mitchell d. Darrah, 
6-3, 6-2; Bulwa d. Cantrell, 6-0, 6-1; Ehmke d. 
Hall, 9-7, 10-8. 
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Semi-finals. Krikorian d. 


First Round. Tesch-Ruiz d. Straub-Darrah, 6-4, 


Baumgardner- Ehmke 
Woolfson- Krikorian 


Frolik-Kry siak, def, 
ee cog Rely Tesch-Ruiz d. Bri 

Baumgardner- Ehmke d. Hoepner- 

Woolfson-Krikorian d. Hoogs- Hoogs, 6- 2, 6- 2; 

Fish- McKay d. Kellogg-Gomez, 6-4, 6-2 

i Baumgardner-Ehmke d. Tesch-Ruiz, 

2, 6-0; Woolfson-Krikorian d. Fish-McKay, 6-2, 


Woolfson- Krikorian 
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CENTRAL AMERICAN AND CARIBBEAN 
OLYMPIC GAMES 
March 20th 
Men's Singles ’ 
First Round. Anselmo Puente (Mexico) d. J. D, J, te * 
Garcia (Guatemala), 6-2, 6-0, 6-0; George Stewart pol ge 
(Panama) d. Wolfgang Ploch’ (Venezuela), 6-1, 6.2, | Helmnch 
8-6; Rafael Ortega (Mexico) d. Orlando Garride a 4 
(Cuba), def.; F. Guerrero Arcocha (Mexico) @ GP. i 
Juan Weiss (Cuba), 6-2, 6-4, 9-7. G, Pasquie 
Second Round, Mario Llamas (Mexico) d. Carlos 
Lopez (Venezuela), 6-4, 6-1, 6-0; William Alvarez |, " 
(Colombia) d. Julio Lopez (Guatemala), 6-4, 7-5, Noghes o 
9-7; Puente d. Dario Behar (Colombia), 6-1, 119, “Geen. 
4-6, 6-1; Stewart d. Reynaldo Garrido (Cuba), def.; 
Harry Faccini (Colombia) d. E. Gonzalez (Vene. "Finals. 
zuela), 6-1, 6-1, 6-1; Ortega d. Hector Estrada 
(Guatemala), 6-3, rir 6-3; Guerrero Arcocha d, J, Quarter- 
Combariza (Colombia), 6-2, 6-3, 7-5; Oscar Esco 
bar (Guatemala) d. Ricardo Lopez (Venezuela), is 6-3, 6 
6-4, 6-4, 4-6, 6-3. 446. 6. 
Quarter-finals. Llamas d. Alvarez, 6-3, 6-1, 6-0; |? 
Puente d. Stewart, 8-6, 6-4, 6-1; Ortega d. Faccini, "eGo 
4-6, 6-2, 6-0, 6-0; Guerrero Arcocha d. Escobar, 6-4, 6-3; F 
Finals. | 


MENTON 


6-2, 6-1, 6-1, 
Semi-finals. Llamas d. Puente, 6-0, 3-6, 6-3, 6-3; 6, 6-1, 6 
Ortega d. Guerrera Arcocha, 6-1, 6-2, 4-6, 6-3. “— P 
Finals. Llamas d. Ortega, 6-1, 5-7, 15-13, 6-2. 


Third Place Play-off. Guerrero Arcocha d. Puente, an 
6-3, 6-4, 4-6, 6-3. aan a 
Men’s Doub!es lg 6 


First Round. Llamas-Puente d. Escobar-Garcia, | Semi-fin: 
6-2, 6-1, 6-1; Faccini- ea d. Ploch-Gonzalez, 6-0, |Curry d. 
6-1, 6-3; Lopez- Estrada d. Lopez-R. Lopez, 6-1, | Finals. ‘ 
8-6, 6-4; Guerrero-Reyes d. ‘Conke Abe 6-1, 
6-1, 6-3, : Quarter- 

he Llamas-Puente d. Faccini-Behar, 6-4, 6-0; Pohn 
6-3, 6-0; Guerrero-Reyes d. Lopez-Estrada, 6-2, 6-2, |7-5, 6-2; (¢ 


6-0. 6-1, 6-3; | 
Finals. Lliamas-Puente d. Guerrero-Reyes, 6-4, | Semi-fin 
8-6, 6-4, 46, 6-1, 6 
Third Place tape. Behar-Faccini d. Lopez: |6-1, 6-1. 
Estrada, 6-3, 8-6, Finals. 
6-3. 


Women's Singles 


First Round. Maria Tapia de Roldan (Mexico) Soerver 
d. Loly Benchimol de Auday (Venezuela), 6-1, 6-0; |Driussi, 
Rosa Maria Reyes (Mexico) d. Isabel Linares (Co. edly 
lombia), 6-1, 6-0; Andreina Pietre de Drew Bear |Anderson-' 
(Venezuela) d. Pilar Herrero (Cuba), 6-2, 6-3. Wooldridg 

Quarter-fina's. Mela Ramirez (Mexico) d. Mirta| Semi-fin 
de la Paz (Cuba), 6-0, 6-0; Roldan d. Aura Orozco |iredi, 6-1 
(Colombia), 6-1, 6-0; Reyes d. Hilda Cofina de |worthy, 6. 
Herrera (Guatemala), 6-0, 6-3; Yola Ramirez! Finals. 
(Mexico) d. Drew Bear, 6-1, 6-3. 6-4. 

Semi-finals. M. Ramirez d. Roldan, 6-1, 6-2; 
Reyes d. Y. Ramirez, 6-1, 7-5. 

Finals. M. Ramirez d. Reyes, 6-1, 6-3 PLA“ 

Third Place Play-off. Y. Ramirez d. Roldan, 7-5, 

6-3. 



















Women’s Doubles 

First Round. Ramirez-Ramirez d. Drew B 
Auday, 6-2, 6-0. 

Semi-finals. Ramirez-Ramirez d. Herrero-de 
Paz, 6-0, 6-3; Roldan-Reyes d. Orozco-Linares, 
6-0. 

Fina’s. Ramirez-Ramirez d. Roldan-Reyes, 


4-6, 6-2 
Mixed Doubles 

First Round. Llamas-Ramirez d. R. Lopez-Au 
6-1, 6-2; Behar-Linares d. Weiss-Herrero, 6-3, 
7-5; C. Lopez-Drew Bear d. J. Lopez-de H 
6-1, 4-6, 6-1; Puente-de Roldan d. Faccini-Or 
6-2, 6-1. 
Semi-finals. Llamas-Ramirez d. Behar-Li 
6-0, 6-2; Puente-de Roldan d. Lopez-Drew B 

-1 


Finals. Llamas-Ramirez d. Puente-de Rol 


“Third Place Play-off. Lopez-Drew Bear d. Behar+ 
Linares, 8-6, 6-2. : 
Women’s Singles ; 
First Round. Mary Ann Mitchell d. Dorothy. 
Botsford, def.; Reolia Countee d. Shirley Krikorian i 
3, 5-7, 6-4; "Jean Laird d. Helen Baker, 6-0, 6-25 [F 
Linda Vail d. Helen Hampton, 6-2, 6-2. 3 
Semi-finals. wry d. Countee, 6-0, 6-1; Laird 
A. Vail, 6-0, 3-6 
Finals. Mitchell a Laird, 6-2, 6-4. 


HEIGHTS CASINO 1 & 

Brooklyn, April 10 7 fh 

Men’ s Singles. Ricardo Balbiers d. Ronnie Holm ? 

Me len's ‘Doubles. ‘Ch Bak saath 
en’s Doub ate Pee xg ra hd d. 

biers-Ellsworth Donnell, 6-2 Yugosla 

Women’s hepa Mary 4, Bekherde d. Janet WS andin 

Hecht, 6-0, 6-1 


§ 
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MENTON INTERNATIONAL TOURNAMENT 
March 21 
Men's Singles 
First Round. G. Oakley d. F. 
7.5; P. Molloy d. G. Fachini, 
Helmrich d. O. Sirola, 4-6, 6-3, 


Garnero, 1-6, 6-2 
10-8, 2-6, 6-3; W. 
6-3; A. Noghes 4. 


A. Stern, 6-2, 6-2; E. Argon d. D. Black, 6-2, 4-6, 
24, def.; L. Jagec d. A. Anderson, 4-6, 6-2, 6-3; 
G, Pasquier d. A. Lazzarino, 7-5, 6-4; H. Hermann 
i, P. Wooldridge, 6-4, 6-4. 

Quarter- -fina's. ag | d. Oakley, 4-6, 7-5, 7-5; 
be d, Helmrich, 6-1, 6-2; Argon d. Jagec, 6-2, 

Hermann d. Pisoadon 8-6, 6-4. 

Ot ci finals. Noghes d. Molloy, 6-3, 6-4; Argon 
d. Hermann, 4-6, 6-4, def. 

Finals. Argon d, Noghes, 6-3, 6-4, 9-7. 


Men’s Doubles 


yar Bergamo-Sirola d. Argon-Stern, 
4-6, 6-3, 6-0; Hermann-Molloy d. Lazzarino-Fachini, 
4-6, 6-3, 6- 3; Noghes-Pasquier d. Garnero-Gentien, 
6-4, 4-6, 6-4; Black-Oakley d. Pottinger-Scholl, 6-4, 
6-4, 

Semi-finals. Bergamo-Sirola d. Hermann- Molloy, 
6-4, 6-3; Black-Oakley d. Noghes-Pasquier, 6-4, 6-2. 


Finals. Bergamo-Sirola d. 
34, 6-1, 6-3. 


Black-Oakley, 7-5, 5-7, 


Women’s Singles 
Quarter-finals. S. Bloomer d. H. 
60; N. Migliori d. I. Vogler, 3-6, 6-2, 6-2 


Strecker, 6-1, 


Curry d. E. Watson, 6-3, 6-1; I. Fiera a E. 
Vollmer, 6-4, 6-1 

Semi-finals. Bloomer d. Migliori, 6-4, 6-2; 
Curry d. Pohmann, 6-2, 6-0. 

Finals. Curry d. Bloomer, 6-3, 6-4. 


Women’s Doubles 

Quarter-finals. Migliori-Vollmer d. Doll-Joly, 6- 
6-05 Pohmann-Tidow d. Goldworthy-Nevil Siarth” 
7-5, 6-2; Colebrooke-Watson d. Strecker-Spiers, 4-6, 
él, 6-3; C urry-Bloomer d. Vogler-Bilse, 8-6, 6-2 
Semi-finals. Migliori-Vollmer d. Pohmann-Tidow, 
46, 6-1, 6-2; Curry-Bloomer d. Colebrooke-Watson, 
6-1, 6-1. 
Finals. 
6-3. 


Curry-Bloomer d. Migliori-Vollmer, 6-1, 
Mixed Doubles 

Oakley-B!oomer d. Bergamo- 
Driussi, 6-3, 6-3; Lazzarino-Manfredi d. Hermann- 
Pohmann, 1-6, 6-4, 13-11; Molloy-Goldworthy d. 
Anderson-Colebrooke, 7-5, 6-4; Sirola-Migliori d. 
Wooldridge-Watson, 6-3, 6-4. 
Semi-finals. Oakley-Bloomer d. 


Quarter-fina's. 


Lazzarino-Man- 


fredi, 6-1, 6-2; Sirola-Migliori d. Molloy-Gold- 
worthy, 6-4, 6-4. 

Finals. Sirola-Migliori d. Oakley-Bloomer, 6-3, 
4, 








i TFront row, | to r) Kay Neville Smith, 
Yugoslavia’s Baco and Ann Galsworthy. 
anding behind them is Gerald Oakley. 


World Tennis 


TOURNOI DE CANNES 
Cannes, April 5 
Men's Singles 


Round of 16. Katona (Hung.) d. Malcolm Fox, 
6-2, 2-6, 6-3. 

poorer Enefe. Tony Vincent d. Ladislav Sko 
necki, 7-5, 6-4; Bergamo d. Lorne Main, 7-5, 6-2; 
Gil Shea d. Pietrangeli, 6-3, 6-2, 6-2; Donald 
Black d. Horst Hermann, 11-9, 4-6, 6-2. 

Semi-finals. Shea d. Black, 3-6, 6-2, 6-4; 
Vincent d. Bergamo, 4-6, 6-1, 6-1. 

Finals. Shea d. Vincent, 6-4, 1-6, 6-2, 6-2 

Men's Doubles 

Semi-finals. Pietrangeli-Facchini 4d. Goepfert 
Hermann, 6-1, 6-1; Shea-Skonecki d. Sirola-Ber 
gamo, 8-6, 4-6, 6-3. 

Finals, Pietrangeli-Facchini d. Skonecki-Shea, 


4-6, 6-0, def. 
Women’s Singles 


Semi-finals. Watson d. Patorni, 6-3, 7-5; Joan 
Curry d. Javory (Hung.), 6-3, 6-2. 
Finals. Watson d. Curry, 6-2, 2-6, 6-2. 
TOURNOI DU T. C. FLANDRES 
Lille, March 29 
Men's Singles 
Quarter-finals. Marcel Bernard d. Haillet, 8-6, 
7-5; Ladislav Skonecki d. Perreau-Saussine, 6-2, 
6-4; Jackie Brichant d, Lemyze, 6-1, 6-2. 
Semi-finals. Bernard d. Skonecki, 6-1, 6-3; Nys 
d. Brichant, 6-3, 1-6, 7-5. 
Finals. Bernard d. Nys, 6-3. 6-4, 6-1. 
Men's Doubles 
Semi-finals. Destremau-Haillet d. Nys-Lemyze, 


6-3, 2-6, 7-5; Borotra-Brichant d. Bernard-Perreau 


Saussine, 6-3, 3-6, 6-3. 


Finals. Destremau-Haillet d. Borotra-Brichant, 
5-7, 6-1, 7-5. 
Women’s Singles 
Finals. Chambure d. Watinne, 6-4, 1-6, 6-4 
Mixed Doubres 
Finals. Chambure-Marcel Bernard 4d. Dubois 


Borotra, 2-6, 6-3, 6-2. 





Germany’s Horst Hermann (left) and New 
York’s Andrew Stern. 


GALLIA INTERNATIONAL TOURNAMENT 
GaFia TC, France, March 28 


Men's Singles 
First Round. D. Black d. L. Jagec, 6-0, 6-4; 
B. Pottinger d. N. Pietrangeli, 6-4, 4-6, 6-1; 
Goepfert d. D. Hamilton, 6-4, 8-6; O. Sirola d. 
G. Fachini, 6-4, 6-0; U. Bergamo d. W. Helmrich, 
4-6, 6-4, 6-4; P. Molloy d. K. Keretic, 7-5, 6-2; 
A. Lazzarino d. E. Argon, 1-6, 6-1, 6-3; H. Her- 


mann d. J. MacGuire, 6-4, 6-3. 

Quarter-finals. Black d. Pottinger, 6-1, 3-6, 7-5; 
Sirola d. Goepfert, 6-8, 6-4, def.; Bergamo d. Mol- 
loy, 7-5, 6-2; Hermann d. Lazzarino, 6-2, 6-1. 

Semi-finals. Black d. Sirola, 3-6, 6-4, 7-5; 
Bergamo d. Hermann, 6-0, 6-2. 

Finals. Black d. Bergamo, 6-2, 6-2, 1-6, 6-2. 


Men’s Doub!es 


Quarter-finals. Bergamo-Sirola d. Gentien-Gee!- 


hand, 6-0, 6-3; Molloy-Argon d. Lazzarino-Black, 
7-5, 10-8; Pietrangeli-Fachini d. Anderson-Far- 
quharson, 6-2, 6-1; Hermann-Goepfert d. Guercil- 
ena-Cavriani, 7-5, 4-6, 6-2. 

Semi-finals. Bergamo-Sirola d. Molloy-Argon, 
6-1, 7-5; epgeatel Fachini d. Hermann-Goepfert, 
2-6, 6-4 - 

Finals. Weehecl> Fachini d. Bergamo-Sirola, 
7-5, 7-5, 4-6, 


Women’s Singles 
Quarter-fina's. S. Bloomer d. L. Manfredi, 6-2, 
6-0; E. Watson d. N. Migliori, 2-6, 6-2, 7-5; J 


Curry d. A. Lehmann dp EF 

Vollmer, 6-3, 
Semi-finals. 

d. Lehmann, 6-3, 
Finals. Curry d. Watson, 6-2, 10-8 

Women's Doubles 
Migliori-Vollmer d, Goldworthy 

13-11; Watson-Colebrooke d 
Vogler-Bilse d. Manfredi 

Sturdza- Bok 


Bilse, 6-2, 
6-0 
Watson d 
6-0 


6-0; E 


Bloomer, 6-4, 6-2; ¢ 


Quarter-finals 
Nevil Smith, 2-6, 6-2, 
Isaak-Spiers, 6-2, 6-4; 
Billaz, 6-4, 6-3; Curry-Bloomer d., 
horst, 6-2, 6-2 

Semi-finals. Migliori-Vollmer d 
brooke, 6-2, 9-7; Curry-Bloomer d 
6-2, 9-7. 


Watson-Cole 
Vogler-Bilse, 


Curry-Bloomer d. Migliori-Vollmer, 6-3, 


C.L.0.C. INDOORS 
Copenhagen, April 4 

Men's Singles 

Quarter-fina’s. Torben Ulrich d 
eriksen, 6-0, 6-3; Bent Poulsen d. Boris Mathias 
son, 6-4, 6-2; Soren Hojberg d. Niels Knudsen, 
6-2, 8-6; Jorgen Ulrich d. Hans Quise, 6-3, 8-10, 


Bernhard Fred 


Semi-finals. T. Ulric » d. Poulsen, 6-1, 6-1, 6-4; 

Hojberg d. J. Ulrich, 6-4, 8-6, 3-6, 4-6, 6-4 

wf T. Ulrich d. tiojhere, 6-4, 6-2, 
Women's Sing!es 


11-9 


Semi-finals. Vera Johansen d. Merete Bajje, 6-2, 
6-3; Esther Berj Nielsen d. Inge Buch, 6-3, 6-4. 
Finals. —_— d. Nielsen, 6-0, 6-1 


Asian Tidbits 
by A. L. GREEN 

The President of the Philippines 
Amateur Athletic Federation, Jorge Var- 
gas, issued a public statement in Febru- 
ary stating that his country would pass 
up Davis Cup competition this year. 
Vargas stated that Philippine athletic 
efforts in 1954 will be concentrated on 
the Asian Olympics, which will be held 
in Manila in May. 

He also cited the fact that last year’s 
long tournament grind had tired Felicis- 
simo Ampon and Raymundo Deyro. The 
next team the Philippines send into inter- 
national competition will probably con- 
tain some younger players, for the archi- 
pelago’s junior development program is 
in high gear. 

The Japanese Lawn Tennis Associa- 
tion announced March 13 that 63-vear- 
old Zenzo Shimizu will be manager of 
this year’s Davis Cup team. Shimizu was 
a member of the only Japanese Cup team 
to reach the Challenge Round—in 1921. 
For the first time since Japan entered 
post-war competition, she will not face 
the United States in the first round of 
the American Zone. Her opening match 
this year will be played against Mexico. 
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Intercollegiate Tennis 








SOUTHERN METHODIST 
DEFEATS BAYL te 6-0 
Waco, April 4 


Singles. Bobby Wertheimer d. Larry Goldbeck, 
t Dick Davis d. Nash Love, 6-0, 6-0; 
Walton Miller d. F. M. Richbourg, 6-0, 6-0; Jack 
Adams d. Jack Beck, 6-0, 6-0. 
Doubles. Miller-Adams d. Goldbeck-Richbourg, 
6-2, 6-4; Wertheimer-Davis d. Beck-Love, 6-3, 6-0. 


MUNICIPAL DEFEATS 
UNIVERSITY OF HOUSTON, 5-2 
Houston, March 14 


Stages. Dick Savitt (M) d. Ken Wagstaff, 6-3, 
“1; my Giammalva (M) d. John Been, 6-3, 
8-6; Richard Schuette (M) d. Bob Lovelace, 7-5, 
4-6, 6-0; Bob Easton (M) d. -_ Sherman, 4-6, 
6-0, 6-0, 6-0; Tommy. arrell (UH) d. Howard Startz- 

DOUBLES. Schuette-Savitt (M) d. Been-Love- 
lace, 6-4, 7-5; Wagstaff-Jarrell (UH) d. Rodger 
Robinson-Easton. 


TULANE DEFEATS RICE, 6-0 
Houston, March 19 


x. les. Ham Richardson d. Dale Miller, 6-0, 6-3; 

guero d. Robin Robinson, 6-4, 6-3; Harmon 

‘ollins ¥ Rollin Russell, 6-1, 6-3; Henry Jungle 
Zimmerman, 6-1, 6-1. 

bles. Richardson- Jungle d. Miller-Robinson, 

+t 8-6; Collins-Aguero d. Russell-Zimmerman, 6-1, 


be tcssee § DEFEATS TEXAS, 5-0 
Austin, March 20 


ingles. Ham Richardson d. Johnny Hernandez, 
Ph 6- 7 oe Agee d. Tommy Springer, 6-2, 6-3; 
Harmon ‘ollins d. David Snyder, 0-6, 6-3, 6-4; 
Henry Jungle d. Mickey Bowes, 6-8, 11-9, 6-3. 
Dou! Richardson-Aguero d. Hernandez- 
Springer, 6-3, 4-6, 6-2. 


ee. DEFEATS _ 6-0 


Austin, March 
Singles. Johnny Hernandez d. Dale Miller, _ 
7-5; Tommy Springer d. Robin Robinson, 6-3 
David Snyder d. Rollin Russell, 7- a 6-2; Mickes 
Bowes d. Jimmy Zimmerman, 6- 2. 
Doubles. Hernandez-Springer d. Miiter- Robinson, 





9 re, Snyder-Bowes d. Russell-Zimmerman, 6-1, 


UNIVERSITY OF HOUSTON 
DEFEATS BAYLOR, 6-0 
Waco, March 31 
Singles. Ken Wagstaff d. Larry Goldbeck, 6-1, 
ohn Been d. M. Richbourg, 6-0, 6-4. 
ioubles. Wagstaff- ‘Been d. Goldbeck- -Richbourg, 
6-0, 6-0; Lovelace- 89 d. Ingouf-Love, 6-0, 6-0. 


AS DEFEATS 
UNIVERSITY OF HOUSTON, 5-1 
Austin, April 11 


Singles. Johnny Hernandez (T) d. Kes Pky staff, 
7-9, 6-2, 6-0; Tommy Springer (T) d. = Ben 
6-4, 6-8, 7:5; Mickie Bowes (T) 4° heen 
7-5, 6-2; Bob Lovelace (UH) d. David 

mgdet, 2 2-6, 6-3, 6-1. 

Hernandez- Springer (T) d. Lovelace- 
Been, 6-1, 11-9; Snyder-Bowes (T) d. Wagstaff- 
Jarriel, 6-2, 7-5. 


PRINCETON DEFEATS — 6-3 
Washington, April 3 


Singles. erg Bama (P) d. Herb Bonurff, 
6-3, 6-3; Ted . (P) d. Tony Valenti, 7-5, 
16. 6-3; Fiitbye (G Schulze, 2-6, 7-5, 6-4; Ed 
Dailey (P) d. Monat, 11-9, 6-4; Baker yi d. 
Campbell, 6-4, 6-4; Wild (P) d. Foster, 6-1, 

Doub’es. Bonurff-Valenti (G) d. Relate. 
Schulze, 1-6, 6-3, 6-2; Dailey-Devoe (P) d. Frisby- 
McNabb, 6-2, 6-1; Wild-Hotdane (P) d. Foster- 
Baker, 4-6, 6-4, 6-3. 


TULANE DEFEATS CINCINNATI, 7-1 
New Or'’eans, April 13 
oe Trabert d. Hamilton Richardson. 4-6, 6-3, 


UNIVERSITY OF MIAMI 
DEFEATS PRESBYTERIAN, 8-1 
Miami, March 19 


Singles. Allen Morris (P) d. Al Harum, 4-6, 
8-6, 6-3; Capt. Jerry Slobin (UM) d. John 
Brownlaw, 10-8, 6-3; Orlando Garrido (UM) d. 
Dick Macatee, 6-2, 6-2; Reynaldo Garrido (UM) 

Jerry Hunt, 6-4, 6-2: Bo Andersson (UM) d. 
Warren Berry, 6-0, 6- 1; Johann Kupferburger (UM) 
d. Bill Bradley, 6-2, 6- 

Doubles. R. Garrido-Kupferburger (UM) 4d. 
Macatee-Hunt, 6-4, 6-1; Harum-Slobin (UM) d. 
Morris-Brownlaw, 7-5, 6- 4; es er eR LarrySchaf- 
fer (UM) d. Bradley- Berry, 7-5, 6-1 


66 


Toledo's tennis coach, Vic Braden, has to 

climb up a ladder to measure his players, 

Ron Farley (left) stands 6’ 8”, Sonny 

Stoneburner 6’ 7”, David Wiley 6’ 4” and 
Phil Martin 6’ 4”. 


UNIVERSITY OF MIAM 
DEFEATS PRESBYTERIAN, 9-0 
Miami, March 18 

Singles. Orlando Garrido d. Allen Morris, 6-4 
6-4; Al Harum d. Dick Macatee, 4-6, 6-4, ; 
Reynaldo Garrido d. John Branham, 6-1, 6-3; Capt. 
Jerry Slobin d. Jerry Hunt, 6-3, 6-1; Bo Andersson 
d. Bill Bradley, 6-3, 6-1; Johann Kupferburger d. 
Warren Berry, 6-1, > 

Doubles. . Garrido- Ruplerivun er d. Macatee- 
Hunt, 6-3, 6-3; Harum-Slobin d. Morris-Brownlow, 
6-2, re 6-0; Andersson-Schaffer d. Bradley- Berry, 
6-2, 6-3. 


UNIVERSITY OF MIAMI 
DEFEATS YALE, 9-0 
Miami, April 1 

Singles. Johann Kupferburger d. Dave Seifer, 
6-2, 3-6, 6-2; Larry Schaffer d. Jules Cohen, 8-6, 
8-6; Reynaldo Garrido d. Dick Raskind, 7-5, 6-1; 
Al Harum, Jr. d. Bill Cranston, 6-2, 6-2; Bo 
Andersson d. Al og ag 6-2, 6-2; Jerry Slobin 
d. Sam English, 6-2, 6-4 

Doubles. R. Garrido- Kupferburger d, Eng'ander- 
Cranston, 11-9, 7-5; Slobin-Harum d. Cohen- 
Workman, 6-1, 6-1; Schaffer-Andersson d. McMul- 
len-Moore, 6-3, 6-3. 


UNIVERSITY OF MIAMI 
DEFEATS DUKE, 9-0 
Miami, April 2 

Sing'tes. Al Harum, Jr. d. Buzzy Hettleman, 6-3, 
6-2; Larry Schaffer d. John Kopf, 6-2, 4-6, 6-0: 
Reynaldo Garrido d. Ralph Paris, 6-1, 6-3; Bo 
Andersson d. Bobby Green, 6-0. 6-3; Captain Jerry 
Slobin d. Dick Appleton, 7-4, 6-4; Johann Kupfer- 
burger d. Dave Schimmel, 6-2, 6-1 


Doubles. Garrido-Kupferburger d. Schimmel- 
Green, 6-4, 6-4; Harum-Slobin d. Appleton-Kopf, 
6-0, 6-4; Andersson-Schaffer d. Hettleman-Paris, 
7-5, 7-5. 


UNIVERSITY OF MIAMI 
DEFEATS bbe we 5-1 
Miami, Apr 

Singles. Reynaldo Garrido UM) d. Bill Cranston, 
8-10, 6-4, 6-3; Al Harum (UM) d. Dick Raskind, 
6-3, 6-4; Bo Andersson (UM) d. Sam English, 6-3, 
6-25 Johann Kupferburger (UM) d. Jules Cohen, 
-5, 6-3; Larry Schaffer (UM) d. Dave Seifer, 
a3" 6-4; Al Englander (Y) d. 
Slobin, 8-6, 7-5. 


UNIVERSITY OF MIAMI DEFEATS 
ROLLINS COLLEGE, 5-4 
Winter Park, April 9 

Singles. Millet (R) d. Al Harum, 6-2, 2-6, 6-3; 
Reynaldo Garrido (M) d. George Longshore, 7-5, 
6-1; Daniel (R) d. Andersson, 8-6, 6-3; Johann 
tpg og (M) d. Ed Scheer. 6-1, 6-1; Warden 

R) d. Jerry Slobin, 6-0, 2-6; 6-1; Harry Schaeffer 
CM) d. Memo Garcia, 6-3, 7-5. 

Doubles. Millet-M. Garcia (R) d. Garrido-Kup- 


Captain Jerry 





ferburger, 6-2, 6-1; Harum- ry (M) 4d, 
shore-Eduardo Garcia, 6-2, 6-1; Andersson-Schaffe 
(M) d. Danel-Warden, 1-6, 6- 0 6-3. 


MODESTO JUNIOR Sout oe >. STANFORD 
UNIVERSITY, 
Palo Alto, Calif., ‘April 1 
Singles 

Jack Frost (S) d. Jerry Moss (MJC), 2-6, 92, 
-3; Joaquin Reyes (MJC) d. Gary Gray (S), 7.5 
5; Pancho Contreras (MJC) d. Art Fish (§)) 
-4, 6-4; Jim Cornish (S) d. Don Stensaas (MJC) 
3, 6-3; Henry Sutcliffe (S) d. Yves LeMaitre 
~ oe: 6-2, 6-4; Don McKee (MJC) d. Dave 
uit (5), 6-1, 6-3. 


A~DAIH 


o 


Doubles 


Moss-Contreras d. Fish-Cornish, 6-2, ; Frost 
Gray d. McKee-LeMaitre, 3-6, ty ey 6- i PBs 
Reyes d. Sutcliffe-Duff, 6-2, 7-5. 


INTERCOLLEGIATES TENNIS 
UCLA TIES WITH ALL-STARS, 3-3 
Westwood, March 27 
Singles. Bob Perry (UCLA) d. Herb Flam 
(All-Stars), 6-2, 6-3; Ronnie Livingston (UCLA) 
d. Luis Ayala CAl- -Stars), 6-2, 5-7, 6-4; Clyde Hi 
enstiel (All-Stars) d. Dick k Doss’ (U CLA), 12-1 
-5; George Druliner (All-Stars) d. ian 
(UCLA), 4-6, 8-6, 11-9; Robin Willner (All-Stars) 
d. Don Fontana (UCLA), 6-3, 7-5; Joe rire wi 
(UCLA) d. Johnny Lesch (All- Stars), 6-4, 6-4 
ann en erry- sivtangoes (UCLA) led Flam. 
yala, 6-4; Doss-Read (UCLA) led_Hippenstiel. 
Wiltate (All- Stars), 6-4, 5-5; Lesch-Kauder (All 
Stars) split sets with Blatchford-Fontana (UCLA), 
3-6, . 
ALL-STARS DEFEAT USC, 8-1 
Los Angeles Tennis Club, April 3 


Singles. Luis Ayala Qs. Stars) d. Jacque 
Grigry (SC), 9-7, 6-4; owe, Druliner ( 
Stars) d. James Perle (SO 8-6, 6-1; 

F eomans (All-Stars) 


Richard Haskell (SC), 
6-4, 7-5; Clyde beg x gr (All-Stars) d. Allen 
Cleveland (SC), 4 6-3, ; Robert Perez (All. 
Stars) d. Alan ca (sc) é 33 8-6; arene aw 
(All-Stars) d. Berkeley Eichel (SC), 6-3, 6-0. 

Doubles. Luis Ayala-Robert ay ‘ ‘All. Stars) 

d. Jacque Grigry-Allen Cleveland (SC). 6-4, 14- a 
George Druliner-Clyde Hipgenstiel (All- Stars) 4. 
Alan Call-Berkeley Eichel ( 6-3; Richard 
Haskel- ‘a7 Perley (SC) d. Edgar Yeomans- Irving 
Chappel (All-Stars), 8-6, 13-11. 


UCLA D SUrEATS BALBOA aay CLUB, 7 
Newport Beach, A 
Bob Perry (UCLA) d. ie Fotre, 6- sf 


th eg (U 
—- 3-6, 6-2, 6-3; Dick Doss UELAS EL 


Huebner, 6-2, 6-4: Glen Bassett (BBC) 4. Doo | 


Fontana, 9-7, 6-4; John Fleitz (BBC) d. Joe 
Blatchford, 6-4, 6-35 Jim Read (UCLA) d. A. 
6-4, 


Van Zerbe, 

Doubles. Perry- Livingston (UCLA) d. Druliner. 
Fotre, 6-3, 6-4; Doss- ead (UCLA) d. Huebner. 
Bassett, 6-3, 6- 4: Blatchford-Fontana (UCLA) 4. 


Van Zerbe-Joe Ciano, 6-2, 6-2. 


CALIFORNIA BEATS + pani 7-2 


Berkel et 
Jerry Moss d. Hersc el a tf 6-1, 4-6, 6-1. 


UCLA DEFEATS STANFORD, 8-1 
Palo Alto, April 9 
Pre les. Bob Perry (UCLA) d. Jack Frost, rr 
on Live we — d. Art Fish, 6-3, sa 
Dick Doss ( UCLA Gary Gray, 6-4, 6-1; 
Cornish (STAN) 2 tin Read, 3-6, 6-3, 6-1; 
Fontana (UCLA) 4d. ee: Sutcliffe, 6-1, 6-0; 
yes. Blatchford (UCLA) d ys ty 6-4, "8-6. 
joub) Perry-Livingston A) d._ Frost 
PP 7-5, 6-1; Reed-Doss (cuay t Fish-Cornish, 
Dea ei, Fontana-Blatchford (UCLA) d. Suteli 
uw 6-4 


UCLA DEFEATS Se aeta, 9-0 
Berkeley, Apri 


Singles. Bob Perry d. —. A 3, 6-2; oy, 6b 6 


a . Peterson, 6-1, 5-7, 6-4; Doss d. Pimley, 

; Read d. Woods, 6-2, 7-5; Fontana d. Mueblei 

mt 6-2, 6-2; Blatchford d. owden, 6-0, 6-0. 
Doubles. Perry- Livingston d. Demas- Peterson, 
= “$, 6-2; Carson-Fontana d. Woods-Howden, 6-1, 
; Carter-Markel d. Muehleisen-Lefler, 6-4, 6-2. 





Merlo, 6-2 
E 


First R« 
Gilbert Sh 
Stockenbe: 
Arkinstall 
Ferrer, 6. 
Voorhees, 
Kelaides, 

7-5, 6-2; 

P. de Zo 
Hammers! 


First R 
6-2, 6-1; | 
Second 


\Balestra, 7 


ef. ; 
6-4; Berg 





Results of intercollegiate matches 
should be sent immediately upon their |! 
conclusion to WORLD TENNIS, 
Dept. E, Box 3, Gracie Station, New 





York, N. Y. Results should be dated 
and any accompanying photographs 
should be on glossy paper correctly 


identified. 
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"16-2, 6-1; 





New England 
COUNTRY CLUB INVITATION 
Brookline, Mass., April 1 
Men's Sing'es 

First Round. Richard Carter d. James Hennessey, 
él, 6-1; Paul Sullivan d. John Hall, 7-5, 6-4; 
Sidney Wood, 3rd, d. Arthur Mason, 6-0, 6-0; 
Phillip Barry d. David Joslin, 6-3, 1-6, 6-3 


Round. Nicholas Johns d. Oliver Banks, 
Weston Thorn, 6-2, 
6-0, 6-0; 
r<th 6-0, 
Mark 
Allen 


Second 
1, 6-3; 
61; Blake 


Chauncey Steele d. 
Cabot d. Lance Percival, 
Sullivan d. Carter, 6-4, 11-9; Wood d. 
60; Charles Joslin d. Hart boweil, 6-3 
Grad d. Alfonso Esquerra, 6-2, 4-6, 
MacDonald d. Jimmy Banks, 6-2, 6-1. 
warter-finals. Johns d. Steele, 6-0, 6-2; Sullivan 
F ocang 6-0, 8-6; Wood d. Joslin, ah 6-1; Mac- 
bonald d. Grady, 6-2, 6-1 
_— d. Sullivan, 6-1, 6-0; 
MacDonald, 6-0, 6-2. 
Finals. Wood 4. ‘Johns, 9-7, 6-3. 
Men's Doubles 
First Round. Wood-Esquerra d. 


th 


Wood d. 


Powell-Banks, 


6-3, 6-1; Sullivan-Grady d. Thorn- regs 6- 1, 6-3; 
ohns d. Carter-MacDonald, 6-2, 7-5 ; Cabot: 
end . Barry-Hennessey, 6-2, 4-6, 6-1 


Semi-finals. Wood- Esquerra d, Sullivan- Grady, 
6-3, a. Joslin-Johns d. Cabot-Hall, 6-0, 6-2. 
Final . Johns- Joslin d. Wood- Esquerra, 4-6, 6-i, 


NATIONS’ CUP 
Cairo, March 12 
Semi-finals 
UA Ss. d. £ t, 


3-0. Budge Patty d. Adly 
Shafei, 6-1, 6-2; Gilbert Shea d. Kamel Moubarek, 
61, 6- ¥' A P aaa G. Shea d. Adel-D. 
Acobas, 6 

Italy d. “eo at a 2-0. Fausto Gardini d. 
Enrique Morea, 6-2, 5-7 os Giuseppe Merlo d. 
A. Hammersley, 9-7, 5-7, 7-5, 


Fin. 
Italy d. U. S., 2-1. ee Gardini d. Budge 
ay, 6-2, 4-6, 6-4; Giuseppe Merlo d. Gilbert 
6-1, 6-1; B. Patty-G. Shea d. F. Gardini-G. 


Ismail 





| Merlo, 6-2, 6-2. 


OURNAME 
Alexandria, March 28 
Men’s Singles 
t Round. Jaroslav Drobny d. S. Blazek, def. ; 

Gib Shea d. S. Badr-el-Din, 9-7, 3-6, 6-2; Sven 
Stockenberg d. J. Peten, 2-6, 7-5, 6-0; Jack 
Arkinstall d. J. Biederlack, 6-4, 6-0; I. Adel d. C. 
Ferrer, 6-4, 6-3; Lennart Bergelin d. W. Van 
Voorhees, 6-2, 6-0; Ladislav Skonecki d. J. 
Kelaides, 6-0, 6-2; Fausto Gardini d. H. Zalzal, 
7-5, 6-2; Enrique "Morea d. A. Gohargi, 6-1, 6-1; 
P. de Zogheb d E. Balestra, 4-6, 7-5, 6-3; 
aig d. K. Moubarek, 9-7, 6-1; Giuseppe 
Merlo d. Charbit, 6-3, 3-6, 6-1; Gottfried Von 
Cramm d. oo Coen, 6-4, 6-2; T. Draper d. D. 
Acobas, def.; Jean-Noel Grinda d. R. Kibrit, 6-4, 
3-6, 8-6; Budge Patty d. M. Khalil, 6-0, 6-1. 
Second Round. Shea d. Drobny, def. ; "Arkinstall 
d, Stockenberg, def.; Bergelin d. Adei, 6-3, 6-2; 


EGYPTIAN INTERNATIONAL 
T NT 


' 1Gardini d. Skonecki, 6-1, 6-0; Morea d. de Zogheb, 


/16-0, 6-2; Merlo d. Hammersley, 7-5, 6-3; Von 
_ d. Draper, 6-1, 6-1; Patty d. Grinda, 6-3, 


Quarter-finals. Shea d. Arkinstall, 6-4, 6-3, 6-1; 
Gardini d. Bergelin, . 2, 6-3, 7-5; Morea d. Merlo, 
> 6-2, 7-5; Patty d . Von Cramm, 7-5, 3-6, 6-3, 


Semi-finals. Gardini d. Shea, 10-8, 6-1, 6-2; 
’|Morea d. Patty, 2-6, 3-6, 6-3, 6-1, 7-5. 

Finals. Morea d. Gardini, 6-2, 6-0, 5-7, 6-3. 

Men’s Doubles’ 

First Round. Gardini-Merlo d. Sofair-Anawati, 
Bergelin-Stockenberg d. Drive-Match, def. 
Second Round. Grinda-Biederlack 4d. Zalzal- 
Balestra, 7-5, 6-2; Skonecki-Hammersley d. Smash- 
Lob, def.; Gardini-Merlo d. Peten-Grandguillot, 7-5, 
6-4; Bergelin-Stockenberg d. Charbit-Kibrit, 6-0, 





6-1; Arkinstall-Van Voorhees d. Moubarek-Badr ei 
Din, 7-5, 5-7, 6-0; Ferrer-Draper d. Adel-Coen, 6-3, 
‘i. rt Patty-Von Cramm d. Blazek-de Toledo, 
Quarter-finals. Morea-Shea d. Grinda-Biederlack, 
def.; Gardini-Merlo d. Skonecki-Hammersley, 6-2, 
5.7, 6-2; Bergelin-Stockenberg d. .Arkinstall- Van 
Voorhees, 6-4, 7-5; rat Von Cramm d. Ferrer- 
Draper, 5- 3 6-3, 

Semi-finals. Rad Shea d. Gardini-Merlo, 6-1, 
Hef er -Von Cramm d. Bergelin-Stockenberg, 
«finals. P tatty: Von Cramm d. Morea-Shea, 3-6, 


World Tennis 





Women's Singles 


First Round. E. Smith d. Buttacalice, 6-0, 6-1; 


S. Mathieu d. Hussussian, 6-3, 6-2; Mary Kay 
Morris d. A. Eid, 6-2, 6-1; Betsy Abbas d. 
Grandguillot, def.; M. Eman d. Masterson, 6-3, 
6-0; Sinandinos a Lemonias, 6-1, 6-0; Pat Ward 
d, P. Polkowska, 6-0, 6-1. 

Quarter-finals. T. Zehden d. Smith, 6-3, 6-1; 
Morris d. Mathieu, 5-7, 6-3, 6-3; Abbas d. Eman, 


6-1, 6-2; Ward d. Sinadino, 6-0, 6-1. 

Semi-finals, Zehden d. Morris, 6-4, 6-0; Abbas d. 
Ward, 6-4, 6-4. 

Finals. Abbas d. Zehden, 4-6, 6-2, 6-3. 

Women's Doubles 

Semi-finals. Abbas-Ward d, Eid-Eman, 6-1, 6-3; 
Zehden-Morris d. Mathieu-Sinadino, 6-0, 6-4. 

Finals. Abbas-Ward d. Zehden-Morris, 6-2, 6-2. 


Mixed Doubles 
First Round. Morea-Abbas d. 
son, 6-1, 6-0; Badr el Din-Sinadino d. 
6-4, 6-2; Shea-Eid d. Draper- Vambaris, 
Hammersley- Morris d. Skonecki-Eman, 6-2, 9-7; 
Arkinstall-Ward d. Sofair-Polkowska, 6-0, 6 1; 
Stockenberg-Mathieu d. Anawati- Lemonais, 6-2 
6-1; Ferrer-Yared d. Fiani-Hussussian, 6-2, 6-1; 
Gardini-Zehden d. Van Voorhees-Buccianti, def. 
Quarter-finals. Morea-Abbas d. Badr el Din- 
Sinadino, 6-2, 6-1; Hammersley-Morris d. Shea-Eid, 


Mouraief-Master- 
Tawa-Smith, 
6-2, 6-1; 


6-4, 1-6, 6-2; Arkinstall-Ward d. Stockenberg- 
Mathieu, def.; Gardini-Zehden d, Ferrer-Yared, 6-1, 
Rid finals. Morea-Abbas d. Hammersley-Morris, 
6-4, 6-1; Arkinstall-Ward d. Gardini-Zehden, 6-1, 
-4. 
pence. Morea-Abbas d. Arkinstall-Ward, 6-1, 
3-6, 6-1 


‘EGYPTIAN INTERNATIONAL 
TEAM MATCHES 
Alexandria, March 28 

Semi-finals. Italy d. Egypt, 3-0. Fausto Gardini 
d. Marcel Coen, 6-2, 9-7; Giuseppe Merlo d. 1. 
Adel, 6-1, 4-6, 6-4; Gardini-Merlo d. 

Badrel Din, 4-6, 6-2, 7-5. 

United States d. Sweden, 3-0. Budge Patty d. 
Lennart Bergelin, 6-1, 6-3; Gilbert Shea d. Sven 
Stockenberg, 6-1, 7-5; Patty-Shea d. Bergelin- 
Stockenberg, 7-5, 6-3. 

Finals. Italy d. United States, 2-1. Gardini d. 
Patty, 6-3, 6-4; Merlo d. Shea, 6-2, 6-2; Patty-Shea 
d. Gardini- Merlo, 6-4, 7-5 

LA PHAM CUP 
U. S. Defeated Canada, 14-1 

Henri Salaun (U.S.) d. Ernie Howard, 12-15, 
15-10, 15-12, 15-7; Germain Glidden (U.S.) d. 
Tim_ O’Keefe, 15-14, 15-11, As- 12; Hunter Lott 
(U.S.) d. Jim Foy, 10-15, 15-2, 18-16, 13-15, 15-9; 
Bill Howe (U.S.) d. Brenden Macken, 9-15, 15-8, 
15-10, 11-15, 15-8; Mike Ward (U.S.) d. Pierre 
Cote, 15-11, 15-11, 12-15, 15-11; Pete Van Slyck 
(U.S.) d. on Boxer, 7-15, 15-13, 15-10, 15-17, 
15-10; Hunt Welch (U.S.) d. Peter Hanley, 15-4, 
15-5, 15-8; Ashton Crosby (U.S.) d. Paul Ouimt, 
15-9, 18-17, 15-2; Treadway Ketcham (U.S.) d. 
James McMurrich, 11-15, 15-7, 15-3, 15-13; James 
Wilkie (U.S.) d. Lee Snelling, 15-2, 13-15, 15-7, 
11-15, 15-5; Rockwood Foster (U.S.) d. Bill Hatch, 
13s. 13-15, 15-8, 15-8; Haven Waters (U.S.) d. 

_ Hailward, 15-10, 17-16, 12-15, 18-17; Jack 
Me arthy (U.S.) d. Lennox Black, 15-6, 15-12, 

Franklin Gould (U.S. d. Lewis Gunn, 
15-10, 15-7; Hamilton - aa (Can.) d. 
Everett Grant, 15-8, 15-1 
BALBOA BAY CLUB (SENIORS 
Balboa, April 11 


Moubarek- 


Senior Sing!es 
Semi-finals. William Maxwell d. Lewis Hound 
6-4, 6-3; John E. Sisson d. Van Zerbe, 9-7, 7-5 
Finals. Maxwell d. Sisson, 6-2, 6-4 
Senior Doubles 
Semi-finals. Amos Ome oN 
Adelstein-William Maxwell, 6-4, 6-0; 
d. Sisson-Gallagher, 6-4 36. 6 3 
Finals. Woodall-Hoyt "d. Otis- Buse h, 5-7, 7-5, 6-4 
NATIONAL AMATEUR COURT TENNIS 
New York City, March 20 
Men's Doubles 
Quarter-finals. Alastair gf Frank Shields 4d. 
Geor, re Bell-Thomas McKoy, 6-0, 6-0, 6-1; James 


Busch d. Sidney 


W oodall-Hoyt 


H. Van Alen-William L. Van Alen d. Esmond 
Martin-Bud Palmer, 6-2, 6-2, 6-2; E. Mauran 
Beals-Charles H. Stockton d. Bil Clothier-Dr. 
Robert Millen, 6-1, 4-6, 4-6, 6-5 William 


Lingelbach- a7 ~ td Knox d. E. C. , 1s Darwin 
Kingsley, Jr., 


def 
Martin-Shields d 


Semi-finals. Beals-Stockton, 
6-3, 3-6, 6-1, 6-0; on Knox d. Van Alen 
Van Alen, 4-6, 6-2, 6-3, 

Finals. Martin- Shields “ ” Lingelbach-Knox, 6-4, 


5-6, 4-6, 6-4, 6-3. 
OPEN SQUASH RACKETS 
Lansdowne Club, England, March 29 
Quarter-finals. Hashim Khan d. J. H. Giles, 9-1, 


9-2, 9-4; A. Bari d. A. Fairbairn, 6-9, 9-3, 9-2, 
4 10, 9-7; A. Khan d. I. C. de Sales la Terriere, 
7-9, 9- 2, 9-2; R. Khan d. C. H. McLeod, 9-3, 
53. 9-6. 
Semi-finals. H. Khan d. A. Bari, def.; A. Khan 
d. R. Khan, 9-2, 6-9, 10-8, 9-3. 
Finals. Hashim Khan d. Azam Khan, 6-9, 9-6, 
9-6, 7-9 


» 9-5. 
NATIONAL SQUASH TENNIS 
New York City, March 24 

Semi-finals. H. Robert Reeve d. Robert A. West, 
15-5, 15-9; J. L. Porter d. Howard J. Rose (scores 
not given). 

Finals. Reeve d. Porter, 15-2, 15-4. 
INTERSCHOLASTIC INVITATION SQUASH 


New York, March 26 
Semi-finals. William Sykes d. Charles Hamm, 
15-7, 15-6, 7-15, 15-7; Charles Kingsley d. David 
McMullin, 10-15, 15-11, 15-12, 18-17. 
Finals. Sykes d. Kingsley, 15-1, ” hea 15-5. 


UNITED STATE 
WOMEN’S a RACKETS 
1954 Rankings 

:. Lois Dilks (Phila.), 2 Mrs. Charles Py 
(Phila.), 3. Mrs. Laussat (Phila.), 4. Mrs. 
John Carrott (Greenwich, Conn.), 5. Mrs. Walter 
Mahony (New York), 6. Mrs. Bayard Stockton 
(Princeton, N. J.), 7. Betty Shellenberger (Phila.), 
8. Jean McCormick (Boston), 9. Mrs. Maitland 
Griggs (New York), 10. Joan Kock (Greenwich, 


Conn.). 
Ctass A. Mary Lister (Boston), Toni Loughran 


(Phila.), Elizabeth Pearson (Phila.), Mrs. Frank 
Pilling (Phila.), Mrs. John Prizer (Phila.). 

Insufficient Data. Mrs. Ellwood Beatty Jr. 
(Phila.), Mrs. John Hunsberger (Phila.), use 
Manly-Power (Phila.), Mrs. James Mattson 
(Phila.), Mrs. John Newlin (Phila.), Mrs. Hope 
Rawls (Phila.), Hilda Smith-Peterson (Boston), 
Mrs. Robert White (New York). 


AUSTRALIAN HARD COURT TOURNEY 
Brisbane, April 10 
ee Singles. Mervyn Rose d. Don Candy, 7-5, 
6-4 
Wen's Doubles. Rosewall-Worthington d. Rose- 
Candy, 6-0, 8-6, 6-1. 





UCLA Coach J. D. Morgan talks things over with his two co-captains, Bob Perry (left) 
and Ronnie Livingston. Bob won the doubles last year while Ronnie was finalist in the 
singles. 
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ROBERT E. LEE oo 


Baytown, Texas, March 2 

Junior Boys Suaie. Paul Wilkens d. Billy 
Gowan, 6-2, 6-1, 

Junior Boys’ Doubles. Don Fuller-Tommy Rob 
erts d. Roger Swanner-Jim Harver, 6-2, 0-6, 6-2 
6-2 

, Girls’ Singles. Ann Farmer d. Betty 
Foust, 6-2, 6-1, 

Junior Girls’ Doubles. Ann Jurecka-Esther Zinn 
a, Pat ¥ Welch-Betty Samuelson, 7-5, 6-4. 


BELLAIRE 9 een 
Bellaire, Texas, March 2 ; 
Junior ed Singles. Art Foust 4 Garth Car 





roll, 6-1, 

Junior ‘Girts’ Singles. Betty Foust d. Carmen 
Gonzales, 6-1, 

Boys’ ‘Sin: ingles. Sammy Wacker d. Phillip Paulis 
sen, 10-8, 


Girls’ Singies. Eugenie Kamrath d. Betty Jami- 
son, 6-1, 

Boys’ 13) ee Under. Jackie Kamrath d. Danny 
Gordon, 6-0, 6-1. 

Girls’ 13 = Under. Nancy Richey d. Marcia 
Durgin, 6-0, 


ALAMO HEIGHTS GIRLS’ TOURNAMENT 
San Antonio, March 20 


ing’ 

Third Round. Ruth Naylor d. Harriette Pullen, 
6-2, 6-1; Carol Cummings d. Olivia Gudea, 6-0, 
6-0; Geraldine Michie d. Kay Fisher, 6-2, 6-0; 
Barbara Krick d. Judy Kothmann, 6-0, 9-7; Mari 
lyn Sepohl d. Pat Bennett, 6-2, 6-2; Gerry 
Nestroy d. Aleene Jones, 6-0, 6-3; Gail-Murphey d. 
— Lawson, 6-1, 6-2; Macie Clapp d. Ann 

obinson, 6-0, 6-0. 

Quarter-finals. Cummings d. Naylor, 7-9, 8-6, 
6-3; Michie d. Krick, 6-1, 6-0; Sepohl d. Nestroy, 
-1, 6-0; Clapp d. Murphey, 6-0, 7-5. 

Semi-finals. ——- d. Michie, 6-2, 6-1; 
Clapp d. Sepohl, 6-1, 

Finals. Clapp d. caidede 6-2, 6-4, 

Doubles 

Third Round. Drake-Dingwall d. Mauney-Slaw- 
son, 6-1, 6-1; unger-Cunningham d. Moses- 
Mishler, 6-1, 6-0; Wade. Nolan d. Phillips-Whybark, 
6-2, 6-4; Tattler. Michie d. Puckett-Gabbert, 4-6, 
8-6, 6-0; Espey-Novak d. Zurecka-Zinn, 6-2, 6-0: 
Wells-Lowe d. Rogers-Dawson, 6-4, 6-2; Foster- 
Peacock d. Zepada-Moatz, 4-6, 6-4. 7-5: Gregg- 
Hargreaves d. Beloat-Carroll, 7-5, 6-2 

Quarter-fina's. Hunger- Cunningham d. Drake- 
Dingwall, 6-3, 8-6; Taffler-Michie d. Wade-Nolan, 
6-0, 7-5; Espey- Novak d. Wells-Lowe, 6-0, 6-3: 
Foster-Peacock d. Gregg. oy ee 4-6, 8-6, 6-3. 

i-fina's. Taffer-Michie d. Hunger-Cunning- 
re yeh tes 6-0; Espey-Novak d. ’ 

Finals. Espey-Novak d. Taffer-Michie, 6-2, 6-4 


NATIONAL WOMEN’S INDOORS 


Chestnut Hill, Mass., March 22 
i Singles 
First Round. Barbara Wilkins Ward d. Ann 
Casey, 6-0, 6-0; Nancy Norton d. Fremont- 
Smith, 6-1, 6-2; Dorothy Hills d. Jolie Richardson, 
6-3, 9-7; Mary Richards d. Mary Lou Gilbane, def. ; 
Lois Felix d. Elaine Brackett, 6-0, 6-1: Pat 
Sullivan d. Joan Schneiderwirth, 6-2, 6-3: Betty 
Coumbe d. Joan Stockdale, 6-2, 6-2. 
Second Round. Dorothy Levine d. H. Reynolds, 
6-0, 6-0; Isabel Troccole d. Joan Sullivan, 6-0, 6-3 
Ward d. Norton, 6-3, 7-5; Richards d. Hills. 26 
6-2, 6-2; Felix d. P. Sullivan, 6-3, 6-3; Edith Anne 
Sullivan d. Coumbe, 7-9, 6-0, 6-3; Kay Hubbell d. 
Joan Ross-Dilley, def.; Ruth Jeffrey d. Carolyn 
Liguori, 7-5, 6-2. : 
uarter-finals. Levine d. Troccole, 6-2, 6-4: 
Ward d. Richards, 4-6, 6-1, 6-3; Felix < Sullivan, 
8-6, 3- += 4 Hubbell d. Jeffrey. 6-2 
i-fina zevine d. Ward, 6- 3, 
aun te 6a d, 6- o: Felix d. 
Finals. Levine d. Felix, 6-1, 6-1. 
‘ Doub'es 
First Round. Coumbe-Troccole d. Richardson. 
Brackett, 6-0, 6-1; Sullivan-Sullivan d. Blanchard- 
Liguori, 6-1, 3-6, 6-4; Ward-Levine d. Suman- 
oo “- oe. y 
uarter-fina elix-Hubbell d. Potter-Russell, 
6-0, 6-1; Coumbe-Troccole d. Sullivan-Sullivan, 6-0. 
6-4; Ward- Levine _d. Norton-Hills, 6-1, 6-0: 
Jeffrey- Richards d. Pickhardt-Fremont Smith, 6-1. 


Foster-Peacock, 
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Semi-finals. Felix-Hubbell d. Coumbe-Troccole, 
6-3, 6-2; Ward-Levine d. Jeffrey-Richards, 6-1, 6-2. 
Finals. Ward-Levine d. Felix-Hubbell, 6-2, 6-0. 


Mixed Doubles 

First Round. Mary Richards-T. Raleigh d. Isabel 
Troccole-Alfred Magaletta, 6-1, 6-3; H. Wolf-Mrs. 
H. Wolf d. Beth Warner-R. Connors, 6-1, 6-3; 
Betty Coumbe-William Robertson d. Pat Sullivan- 
H Troutwine, 6-0, 6-1; Dorothy Levine-Bob 
Stewart d. Jolie Richardson-H. Edmunds, 6-1, 6-1; 
Elaine Brackett-H. Fennerty d. Mrs, Gary Potter- 
Sidney Wood, Jr., 6-2, 10-8, 

Second Round. Barbara Ward-Chauncey D. 
Steele Jr. d. Joan Sullivan-Dick Murphy, 6-3, 6-4; 
Flo Blanchard-S. Hunter d. Ann Casey-N. Diak, 
6-3, 6-2; Edith Anne Sullivan-Harrison Rowbotham 
d. Richards-Raleigh, 6-1, 6-3; Coumbe-Robertson d. 
Wolf-Wolf, 6-1, 6-3; Levine-Stewart d. Brackett- 
Fennerty, 6-1, 6-1; Ruth Jeffrey-W. MeolIntyre d. 
B. Gifford-Dr. Benedict, 6-0, 6-2; Lois Felix-M. 
Blanchard d. D. Becker-Dr. H. Trafton, 6-0, 6-2; 
Ruth Murray-Albert Stitt d. Mary Lou Gilbane- 
John Houk, 6-2, 6-4. 

Quarter-finals. Ward-Steele d. Blanchard-Hunter, 


6-2, 6-4; Sullivan-Rowbotham d, Coumbe- Robertson, 
5-7, 6-2, 8-6; Levine-Stewart d. Jeffrey-McIntyre, 
7-5, 6- 2; Felix-Blanchard d. Murray-Stitt, 6-3, 


4-6, 14-12 

Semi-finals, Ward-Steele d. Sullivan-Rowbotham, 
9-11, 6-3, 6-3; Felix-Blanchard d. Levine-Stewart, 
2-6, 6-4, 6-2 

Finals. Felix Blanchard d. Ward-Steele, 3 
6-4. 


-6, 6-4, 





’ Northern 
California 


H 


NORTHERN CALIFORNIA 
INTERCOLLEGIATES 
Berkeley, March 24 
Men's Singles f 

Second Round. Jack Frost (S) d. John Gardiner 
(WCC), 6-1, 4 0; Don Pimley (C) d. George 
Morfitt (M), 6-1, 6-1; Herschel Hyde (C) d. Don 
Straub (SJ), Pat 6-1; John Ahern (S) d. Don 
McKee (M), 6-2, 6-8, 6-2; Paul Willey (SS) d. 
Ronnie Woods (C), 6-1, 7-5; Gray (S) d. Ray 
Welch (SC), 6-0, 6-0; Contreras d. Henderson, 
6-3, 6-4; Don peewenee (M) d. Dawson, 8-6, 0-6, 
7-5; Moss d. Pugh. 6-3, 6-1; Jim Cornish (S) d. 
Dough Howden tC), 6:2, 6-2; Art Fish (S) d. 
Harold Ruggiles (SS), 6-3, 6-4; Joaquin Reyes (M) 
d. Larry Axtell (C), 6-3, ¢ 5-2; Jim Demas (USF) 
d. Ray Sampson (M), 6-3, 6-2; Henry Sutcliffe (S) 
d. Eldon Rowe (SS), 6-3, 6-4; Summers d. 
Hogue, 6-1, 6-2; Yves Lemaitre (M) d. Bill Demas 
(UC), def. 

Third Round. Frost d. Pimley, 6-1, 6-1; Hyde 
d. Gray, 6-3, 6-3; Contreras d. Sensaas, 6-2, 6-2; 
Moss d. Summers, 6-8, 6-0, 9-7; Cornish d. 
Lemaitre. 6-3, 6-4; Fish d. Reyes, 10-8, 6-1; J. 
Demas d. Sutcliffe, 6-3, 6-2; Willey d. Ahern 
(scores not given). 

Quarter-finals. Frost d. Hyde, 6-1, 6-3; Con- 
treras d. Willey, 6-4, 6-4; Moss d. Cornish, 6-3, 
6-1; J. Demas d. Fish, 6-4, 6-2. 

Semi-finals. Moss d. Demas, 6-3, 8-6; 
Contreras, 4-6, 6-3, 6- 

Finals. Moss d. Frost, 8-6, 6-4. 


Frost d. 


Men’s Doubles 

First Round. Frost-Gray d. Demarest-Gardiner, 
6-1, 6-1; Summers-Stan Hack d. Pugh-Rogers, 6-1, 
6-4; Demas-Hyde d. Clarkin-Welch, 6-1. 6-1; Moss- 
Contreras d. Straub-Reese, 6-3, 6-4; Fish-Cornish 
d. Woods-Pimley, 9-7, 4-6, 6-3; Demas-Dawson d. 
Smith-Capon, 6-1, 6-1; Sutcliffe-Henderson d. 
Petersen-Leffler, 6-2, 6-2; Lemaitre-McKee d. 
Hogue-Ahern, 7-5, 6-1. 

Quarter-fina's. Fish-Cornish d. Demas-Dawson, 
8-6, 6-4; McKee-Lemaitre d. Ruggles-Ledingham, 
5-4, e™ 6-1; Moss-Contreras d. Sutcliffe-Hender- 
son, 6-4, 6-8, 6-2; Hack-Summers d. Willey-Rowe, 


a 
+ 
aD 
te 


ip Pee Moss-Contreras d. Hack-Summers, 
-9, 6/2, 7-5; Fish-Cornish d. McKee-Lemaitre, 7-5, 


-7. 
Finals. Moss-Contreras d. Fish-Cornish, 6-2, 6-4. 


NEW SOUTH WALES HARD COURT 
Sydney, March 2 
Men’s Singles. George iceiaitets d. Mervyn 
Rose, 6-2, 6-8, 6-2. 
Men’s Doubles. eee Rose d. 
Quist-Geoff Brown, 4-6, 6-2, 6-2. 


Adrian 





Florida 


Miami Beach, March 28 
GOOD NEIGHBOR 
Men's Singles 

First Round, Colin Hannam (Eng.) d. Don 
Platt (Canada), 6-3, . St Bo Andersson 
(Swed.) d. Alberto Donel, 6-1, 6-2; David Harum 
d. Leonard Steiner, 6-3, “hey 

Second Round. Art Larsen d. Larry Shaffer, 6.2, 
6-2; Bo Andersson d. Colin Hannam, 6-0, 6-4; 
Tony Mottram d. Ed Rubinoff, 1-6, 6-3, 6:3: 
Orlando Garrido d. John Odway, 6-3, 6-0; Kur 
Nielsen d. Bill Lurie, 2-6, 6-4, 6-2; Don Kaiser d, 
Mike Green, 5-7, 7-5, 6-4; Hal Burrows d. George 
Longshore, 6-4, 8-6; Alfredo Millet d. Jeff pom 
4-6, 6-2, 6-2. 

Vic Seixas d, Frank Froehling, def.; Bob Bedard 
d, Johann Kupferberger, 6-3, 1-6, 8-6; Sven David. 
son d. Reynaldo Garrido, 9-7 3-6, 6-2; Sidney 
Schwartz d. David Harum, 6-4, 8-10, 6-3; Gardnar 
Mulloy d. Paul Driscoll, 6-3, 6-2; Seymour Green- 
berg d. Guy Filasof, 6-2, 6-2; Hugh Stewart d 
Jerry Crowthers, 6-0, 6-2; Al Harum d. Jerry 
Slobin, 6-2, 6-4. 

Third Round. 
Mottram d. O. 





Larsen d, Andersson, 6-3, 6-2; 
Garrido, 6-2, 6-0; Nie’ 
Kaiser, 2-6, 6-3, 6-3; Burrows d. Millet, 10-8, 6-4; 
Seixas d. Bedard, 4-6, 6-4, 6-3; Davidson d, 
Schwartz, 4-6, 7-5, 6-3; Mulloy d, ‘Greenberg, 6-3, 
7-5; Stewart d. A. Harum, 6-3, 7-5. 

Quarter-finals, Larsen d. Mottram, 6-0, 6-2; 
Burrows d. Nielsen, 3-6, 6-4, 6-3; Seixas d. David. 
son, 6-2, 6-1; Mulloy d. Stewart, 9-7, 6-3. 

Semi-finals. Larsen d. Burrows, 4-6, 6-4, 6-3, 5-7, 
6-3; Seixas d. Mulloy, 6-3, 4-6, 8-6, 8-6. 

Finals. Seixas d. Larsen, 3-6, 11-9, 9-7, 6-3. 

Men’s Doubles 

Round of 16. Stewart-Burrows d. Mike Green- 
Bedard, 7-5, 6-0; Kupferberger-R. Garrido 4. 
Millet-Donel, 6-2, 6-4; D. Harum-Buddy Behrens 
d. Don Platt-Bill Lurie, 6-1, 6-2; me 
berg d. J. Slobin-A. Harum, 6-2, 7-5; Mulloy- 
Seixas d. Garcia-Filasof, 6-1, 6-1. 

Quarter-finals. Stewart-Burrows d. Kupferberger- 
R. Garrido, 6-2, 6-2; Davidson-Nielsen d. D, 
Harum-Behrens, 2-6, 13-11, 6-3; 
d. Mottram-Greenberg, 6-4, 6-4; eerie d. 
Ralph Taylor-Vince Buliosi, 6-4, 6-3 

Semi-finals. Stewart-Burrows d. Davidson-Niel- 
sen, 6-2 _ 7-5; 
Seixas, rs 3, 6-3. 

Finals. ha Burrows d. Larsen-Schwartz, 6-4, 
/ -5. 

Women’s Singles 

Second Round. Helen Fletcher d. Zoe Hatcher, 
6-3, 6-2; Hannah Sladek d. June Kroeger, 6-1, 6-4; 
Shirley Fry d. Edith Stroth, 6-0, 6-0; Karol 
Fageros d. Suzie Herr, 3-6, 6-3, 6-4; Doris Hart 
d. Ann Belson, 6-0, 6-0; Mildred Thornton 4d. 
Melba Racner, 6-4, 6-1; Joy Mottram d. Pat 
White, 6-0, 6-1; Joan Merciadis d. Barbara Mitchell, 
6-1, 4-2. 

Quarter-finals. Fletcher d. Sladek, 6-4, 6-4; Fry 
d. Fageros, 6-2, 6-2; Hart d. Thornton, 6-2, 6-2; 
Mottram d. Merciadis, 7-5, 6-4. 

Semi-finals. Fletcher d. Fry, 6-2, 0-6, 6-3; Hart 
d. Mottram, 6-4, 6-2 

Finals, Hart d. Fletcher, 6-4, 6-4. 

omen’s Doubles 

Quarter-finals. Chickie Freiberg-Melba Racner 4. 
Pamela Woolworth-Mrs. Charles Church, 10-8, 6-4; 
Fletcher-Mottram d, Pat White-Evelyn Snider, def.; 
Thornton-Merciadis d. Sladek-Herr, 6-3, 8-6. 

Semi-finals. Hart-Fry d. Freiberg- Racner, 6-0, 
ee: Fletcher-Mottram d. Thornton-Merciadis, 6-2, 


to 


Finals. Hart-Fry d. Fletcher-Mottram, 6-0, 5-7, 
6- 
Mixed Doubles 
Semi-finals. Seixas-Hart d. Stewart-Fletcher, 6-3, 
6-3; Burrows-Fry d. Greenberg-Herr, 6-0, 6-1 


Finals. Not played. 
Senior Singles 
_ Quarter-finals. Al Gross d. Jack Olhalber, te 


2; James Smith d. Russell Unger, 6-2, 6-4; 
Summers d. Hobart Wrobbel, 6-4, 6-23 Jack 
Staton d. Karl Hodge, 6-2, 6-1. 

Semi-finals. Gross 4 Smith, 6-1, 6-3; Summers 
d. Staton, 3-6, 6-2, 

Finals. Summers d, AE 6-4, 6-3. 

Answer To The Jumble 
Arnold, Bell, Bennett, Blair, Bos, 
Breit, Connolly, Cronin, Crosby, Curry, 
Donnelly, Freitag, Fry, Ger, Ide, Keil 
Kolle, Laird, O’Brien, O’Neil, Rodi 


Stock and Tegland. 
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Tennis Court Construction 
Write for Illustrated Booklet 





ESTABLISHED 1908 








Fast-drying GREEN-LAWN Tennis Courts 
Clay Courts Permanent Courts 
Green Materials for surfacing and top-dressing 
Fast-drying, Clay & Dirt Courts sold with di- 
rections for using. Rollers, Nets, Posts, Tapes. 
GREEN-LAWN Fast-drying Court Installations 

mcelude : 
West Side Tennis Club, Forest Hills, N. Y. 
Berks Tennis Club, Pennsylvania 
West Side Tennis Club, Detroit, Mich. 
and other well known clubs and _ institutions 


GREEN-LAWN TENNIS COURT CO. 


GOLF LANE, HUNTINGTON 5, N. Y. 
Phone: Hunt. 4-5070 








FRANK W. WINNE & SON, INC. 


Yarns, Twines, Cordage 
Binder Twine, Hay Baler Twine 
Industrial Tapes 
. O. (Cy) Worth 
M & M BUILDING 
Houston 2, Texas 
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ROBERT MOORE'S 
PERMANENT MARKING TAPES 


for Tennis Courts 
LEAD TAPES and Special Nails 


158 Valley Road—Montclair, N. J. 
MOntclair 2-9553 


Phone: 
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Attention Qualified Tennis Pros 
The PLTA functions for you and 
your work and the betterment of 
tennis. — Write for Year Book and 
membership information to Executive 
Secretary. 


Professional 


Lawn Tennis Association 
146 East 54th St., Be 


New York 22, N. 
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British Lawn 
TENNIS & SQUASH 


Europe’s Leading Tennis 
Magazine 
Published Monthly 
One Year - $3.00 
Two Years - $5.25 


Make checks and Money Orders 
payable to WORLD TENNIS. 





WORLD TENNIS 

Box 3, Gracie Station 

New York, N. Y. 

Please enter a subscription to BRITISH 
LAWN TENNIS AND SQUASH in my 


name. 


Cj 1 year CO 2 years 
EG Siiidt tases ad ig Hand erent te 
SS epee ee oes 
oo. eer ZONE. . STATE 


Tennis Court Construction 


“DIXICO” 


Tennis Courts for the South 
All Types :-: All Kinds 
Write to: DIXICO 


(Atlanta Office) Box 11, 
College Park, Georgia 


COUNTRY CLUBS NOTE! 


Available now: MANAGER with exceptional 
record in publicity and membership increase 
promotions. Expert restaurant manager, cap 
able office executive, experienced purchaser, 
social director. Capable at arranging tourna 
ments, and with wide acquaintance among top 
players. A live-wire able to build up and main 
tain any club on sound basis. Inquire through 
Box EW, WORLD TENNIS, Box 3, Gracie Sta 
tion, New York, N. Y 








“PETECO” 


Green Fast-Drying Tennis-Courts 


Also Red Color “En-tout-cas’’ Surfacing 
Materials For “Clay,” “Dirt” and F. D 
Courts. Nets-Tapes-Posts 


Sold Direct to You with Instructions to Apply 
WRITE FOR PRICES AND FREE FOLDER 

. R. PETERSON CONST. CO 
5659 Newark Ave. Chicago 31, Illinois 


TENNIS COURT CONSTRUCTION 
ULTRA MODERN - 


PERMA-G TENNIS 


Courts 
Clay Courts and All Weather 
Non Maintenance Tennis Courts 
RESURFACING — CONDITIONING 
WRITE FOR ILLUSTRATED FOLDER 
PERMA-GREEN TENNIS COURT CO. 
eemeee, BEACH DR., neereneree 12, N. Y. 
ONE HUNTINGTON 4-4006 J 


FAST 
DRYING 





Read the Magazine 
IL TENNIS ITALIANO 


The leading European tennis magazine. A 
monthly publication with complete photo 
graphic coverage of world-wide tennis events 

Rate: $8.00 per year 
Return this form with your check to 
WORLD TENNIS 
Box 3, Gracie Station 
New York, N. Y. 

Please enter my subscription to IL TENNIS 
ITALIANO: 

Name 
Address 
City G State 











Cash for your Used TENNIS BALLS! 
We will pay 60c per dozen for your used ten- 
nis balls if they are not more than 3 years old 
and covers are intact—not split, motheaten or 
grease stained. SEND ANY NUMBER. You 
will receive our check within 5 days plus your 
postage 

AMERICAN NOVELTY COMPANY 
Box 625 Merrick, L. I., N. 





Send for Mailing Bag—-Holds 12 Dozen 








TENNIS INSTRUCTOR 


Varsity tennis coach at one of largest American uni 
versities available June-September. Skilled developing 
beginners into aggressive all-court players. Experienced 
in handling and promoting national and _ regional 
championship tournaments 

Write “Coach”, c/o WORLD TENNIS 


New York, N. Y. 


Box 3, Gracie Station 














SSCSOSSSSOSSSSSSSSSSOSSOSSOSSESOSE 
11 Tennis “Greats” show you 


HOW TO PLAY CHAMPIONSHIP TENNIS 


400 continuous action photographs 
of VIC SEIXAS, MAUREEN CON- 
NOLLY, TONY TRABERT and 
eight others show every detail of 
service, volley, net play, forehand 
and backhand drives, chop and lob. 
Tips on tactics by Oscar Fraley. 
De Luxe Cloth Edition, $2.95; 
Paper, $1. 


@@@@¢@6@ send this coupon NOW to eeeee 
A. A. WYN, INC., a 47th St., N. Y. 36 


Please send me postpaid .. copies of HOW TO 
PLAY CH AMPIONSHIP TENNIS, at [7 $2.95, 


711.00 each. Enclosed is $.... 
In New York State add 3° for sales tax. 


e 
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ADDRESS _.... cee cece ccc cc cee c cr csenenrscecee 
oy eee ZONE...... STATE...... wt 








USLTA OFFICiAL 
YEARBOOK 
1954 





World Tennis 
Box 3, Gracie Station 
New York, N. Y. 


Please send ...... copies of the 1954 
USLTA YEARBOOK and Guide at 
one dollar each. Enclosed is $....... 
NAS chars ia Sia lrete enna eA aos wih eee 
ET si ck.s sine se oee i eke Rou baeweras 
Se Zone ee 














1954|World Tennis 


New Bobby Riggs Rackets 





The Bobby Riggs Personal model has 
a 6 ply laminated all-ash frame. It fea- 
tures radius countersinking of holes in- 
side and out for easier restringing and 


resistance to string fraying. The hard- 
wood throat wedge, used exclusively by 
Cortland, is reinforced with fiber on all 
resulting in the strongest 
Frame only 


four sides, 
throat construction known. 


lists at $16.00. 
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Middle States Intercollegiate- Ws 

Anniston Invitation——Msd 

Mid-State Chps.-Msd MSsd 

Southern California Chps—Msd Wsd Mxd MSsd M(35)sd 
Fordham University Invitation Tourn—Interscholastic Bsd 
Southeastern Conference 1 Intercollegiate Msd 
Mid South Association Tour Interscholastic Bsd 
Fennessee Intercollegiate Chps Intercollegiate Msd 
Inter-County Scholastic Tennis League Tourn—Jsd 

Druid Hills Invitation—Msd 


Cahiornia State Tourn Msd Wsd Mxd MSsd M(35)sd 
Gulf Stream Jr. Tourn.—-Jsd GCUI8)sd Bsd G(15)sd B (13)s 
Redwood J: Hardeourt Tourn.—Jsd G(18)sd Bsd G(15)sd 


Gls )sd BCL) Isd GCi1)sd 

Athletic Assn. of Private School Chps-—-Interscholastic Bsd 
Arcade Women's Invitation-——Wsd 

Eastern New England Qi a7 rourn—Interscholastic Bsd 
Michigan State Open Chps ; 
San Bernardino Tourn Msd Ws M xd May 14-16 only)Jsd 
P.LA.A, District Chps—Jsd 

Eastern Interscholastic Chps. for Public High Schools—Bsd 
Private and Parochial School Tourn—Interscholastie Bsd 
Michigan Intercollegiate \.A. Chps—Varsity sd 

West Jersey Boys’ Interscholastic—s 

Winfield Center Tourn—Jsd G(18)sd Bsd G(15)sd B(13)sd 
Michigan State Open Chp—G(18)s 

Rodgers Memorial Tourn.—-Msd 

Eastern Interscholastic Chps for Private Schools—Bsd 

Junior Chps. of Hawaii—Jsd G(18)sd Mx 

Greater New Orleans Tourn.—Jsd G(18)sd Bsd G(15)sd B(13)sd 
G(12)sd 

Southern Calif. Junior Chps—sd G(18)sd 
G(13)sd_B(11)sd G(11)sd 

Marin Open Tour.—-Msd Wsd Mxd M(35)s Js 

Middle States Junior Interscholastic Tourn—sd 

Metropolitan Invitation Tourn.—-Md Mxd 

Woodbury High School Girls’ Invitation Tourn—s« 

Delaware Interscholastic Closed Tourn—Jsd G( ad Bsd G(15)sd 
Henryetta Junior Center Tourn—Jsd G(18)sd Bsd G(15)sd 
B(13)sd G(13)sd 

Birmingham Invitation Tourn—Msd 

Philadelphia C. C. Invitation—Mxd 

Central Calif. Chps.—Msd Ws Mxd M(35)sd 

New Mexico Open Chps—Msd Wsd MSsd M(32)sd 

Fresno Bee Tourn.—-Msd Mxd Jr G(18)s 

Alameda City Doubles—Md Mxd M(35)d 





isd G(15)sd B(13)sd 


Kings-Tulare Tourn—Msd Ws Mxd Js G(1S8)s 


Phila. & District Clay Court Chps.—Msd 
Chps. of North Phila.—Ws 
New England Chps.—Msd Wsd 


North Phila. Chips—Jsd Bsd 

Alabama State Open Chps.—Msd Wsd 
Richmond County Interscholastic Tourn—Bsd 
Chatham Village Invitation Tourn.—Msd 
Arkansas State Jr. Tourn.—Jsd G(18)sd Bsd 
Pacific Coast Sectional Men’s Doubles Chp. 
Triple A Invitation Tourn—Msd Wsd Mxd 
Shawnee YMCA Open Tourn—Msd Wsd Jsd G(18)sd Bsd 
G(15)sd B(12)s G(12)s 

Pebble Beach Invitation Tourn.—Msd Ws 

Fresno Jr. Center Tourn.— ha G(18)sd Bs G(15)s 
Congressional C. C. Invitatx G(18)sd G(15)sd 
Inter-Club Chps (Girls’ Divisio mn )—G(18)sd 

Southern Junior and Boys’ Chps.—, 
Chps. of North Philadelphia Msd MSsd 
USLTA HARD COURT CHPS.—Msd Wsd 
Seattle City Chps—Msd Wsd Mxd M(35)sd Jsd 
G(15)s 

Texas Sectional Open Chps—Msd Wsd Mxd MSsd FSd Jsd 
G(18)sd Bsd G(15)sd 

Night Tournament Open—Msd Ws Mxd 

Kansas City, Missouri Center Tourn—Jsd G(18)sd Mxd Bsd 
G(15)sd B(i3)s G(13)s 

Oklahoma City Closed Tourn 

Wilmington C.C. Grass Court Intercollegiate Inv. 
Blue and Grey Chps.—Msd Wsd Mxd 

Des Moines Center Tourn—Jsd G(18)sd 

The Red Rose Junior Tourn—Jsd G(18)s 

Delaware State Closed Junior Chps—Jsd G(18)sd Bsd G(15)sd 
Sears Cup (Women’s Intersectional Team) Matches—Wsd 
Fayetteville Jr. Tourn—Jsd Bsd 

Arcadia eg Park Tourn—Msd Wsd Mxd MSsd Jsd Bsd 
ere Peak T.C. Tourn—Msd Wsd Mxd Jsd G(18)sd Mxd Bsd 
7(15)s 

Minnesota State, Ope n—-Msd Wsd Mxd 

St. Petersburg “Times” Tourn.—Msd Wsd Mxd MSsd Jsd 

+ ag Bs G(15)s 

San Jose All Comers Jr. Chps.—Jsd G(18)sd Bs G(15)s B(13)s 
Manursing Island Club Invitation Interscholastic Tourn—Bsd 
Phila. & District Jr. Chps—Jsd G(18)sd Bsd G(15)sd B(13)sd 
G(13)sd 

Women’s Intercollegiate Chps—Wsd 

Phila. Public Parks Open Tourn.—Msd 

Southern Chps.—Msd Wsd Mxd 

Middletown Center Tourn—Jsd G(18)sd Bsd G(15)sd 

St. Louis District Chps—Jsd G(18)sd Bsd G(15)sd 

Jr. Wightman Cup M atches 

Women’s Intercollegiate Sgn Piste d 

Toledo Center Tourn—Jsd G(18)sd Bsd G(15)sd 

Cotton States Tourn.—Jsd Bsd 

Central Pa. Junior Chps 

Rocky Mountain Chps—MSsd 

Western Pa. Chps—Jsd G(18)sd Mxd Bsd G(15)sd 

Church Cup Matches—Msd 

Muskogee Center Tourn—Jsd Bsd B(13)sd 


Md Special Ms 


G(18)sd BS 


Tourn—Msd 


1954 USLTA SANCTIONED TOURNAMENTS 
May - June - July 


Bryn Mawr (Pa.) Coll, 

Anniston (Ala.) C. C. 

Roeding Park T, C., Fresno, Calif. 
Los Angeles (Calif.) T, C. 

Fordham University, New York, N. Y. 
University of Georgia, Athens, Ga. 
Vanderbilt Univ., Nashville, Tenn. 
University of the South, Sewanee, Tenn. 
Elisabethtown (Pa.) College 

Druid Hills G, C., Athens, Ga. 


California T, C., San Fr: ancisco, Calif. 
Delray tx a ys ; 
Redwood T. C., Redwood City, Calif. 


Athletic Association of Private Schools, New York, N. Y. 
Arcade T. C., Sacramento, Calif. 

Phillips Exeter Academy, Exeter, N. H. 

Kingswood School Cranbrook, Bioomfield Hills, Mich. 
Perris Hill T, C., San Bernardino, Calif. 

McCaskey Courts, Lancaster, Pa 
Columbia University, New York, N. 


Westchester County Recreation Comm., “White Plains, N. Y. 


Kalamazoo (Mich.) College T. C. 

Farnum Park Public “we ny Courts, Camden, N. J. 
Winfield (Kan.) T. A. 

Kingswood School Cranbrook, Bloomfield Hills, Mich. 
Knoxville (Tenn.) T. C. 

St. John’s wing Brooklyn, N. Y. 

Punahou T. Honolulu, Hawaii 

New Orleans tha) oy « 


Altadena (Calif.) Town and Country Club 


Mill Valley T. C., Mill Valley. Calif. 
Germantown res Club, Phila., Pa. 
Pittsburgh ‘e » 

Woodbury }. T. c., ia 

Tower Hill Scheel, Ww Euliseton, Del. 
Henryetta (Okla.) T. A. 


Birmingham ( A‘) oh 

Phila, (Pa.) C. 

Sutter Lawn ‘Penis Club, Sacramento, Calif. 
Albuquerque (N, M.) T. C. 

Roeding Part T. C., aaa Caiif. 

Alameda (Calif.) T. 


Hanford (Calif.) T. C. 


Cynwyd (Pa.) Club 
Phila. (Pa.) Rifle Club 
Hartford (Conn.) G. C. 


Phila. (Pa.) Rifle Club 
Mobile, Ala. 
Walker Park T. C., 
Pittsburgh (Pa.) T. 
Arkansas Junior C te of ee Crossett, Arkansas 
La Jolla (Calif.) Beach & T. 

Triple A Club, St. Louis, Mo. 

Shawnee (Okla.) YMCA T. C 


Pebble Beach Club, Pebble Beach, Calif. 
Roeding Park T. C., Fresno, Calif. 
Congressional C. C., W ee D.C. 
P wnt cae, (Pa. 1« 

Davidson (N. C.) Conege 

Phila. (Pa.) Rifle Club 

Salt Lake (Utah) T. C. 

Seattle (Wash.) T. C. 


utes Island, N. Y. 


Houston (Texas) T. A. 


Peninsula T. C., Burlingame, Calif. 
Kansas City (Mo.) A, A, 


Oklahoma City (Okla) T. A. 
Wilmington (Del.) C. C. 

Montgomery (Ala.) C. . 

Des cay P (Iowa) T. 

Lancaster (Pa.) T. 

Delaware L ‘Se sy ilmington, Del. 
Longwood Cricket Club, Chestnut Hill, Mass. 
Fayetteville, Ark, 

Arcadia (( a ) County Park T. C. 

Pikes Peak T. C., Colorado Springs, Colo. 


Minneapolis (Minn.) T. C. 
St. Petersburg (Fla.) T. C. 


San Jose (Calif.) T. 
Manursing Island Gish Rye, N. Y. 
Idle Hour T. C., Upper Darby, Pa. 


Washington University, St. Louis, Mo. 
Phila. Public Parks Comm., Woodford Courts, Phila, Pa. 
Atlanta, Ga. 
Middletown (Ohio) T. C. 
St. Louis (Mo.) District T. A. 
White Bear Lake (Minn.) T. C. 
Washington University, St. Louis, Mo. 
Toledo (Ohio) T. C. 
Sylacauga T. A., “<. ~ hme Ala. 
oo Man, OE Harrisburg, 
Garden of the Gods Club, Colorado Springs, Colo. 
Pittsburgh (Pa.) a. 
3altimore (Md.) C. 
Muskogee (Okia.) sl wel 


May, 1954 
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10-25 
11-25 
12-15 


at te 
eww toto 
ee tt 
NDRRODR 


14-18 


World Tennis 





Texas State Junior Davis Cup Final--M(21)s 
Squaw Valley Invitation——Msd 

Maryland State Jr. Chps—Jsd G(18)sd Bsd G(15)sd 
New Jersey State Chps— Msd 

Redwood City Chps, Med Ws Mxd 


Msd Ws Mxd M(35)s 


Western Pennsylvania Chps.--Msd Wsd Mxd 

Burlington Center Tourn--Jsd G(18)sd Bs G15) 

Grosse Pointe Center Tourn—Jsd G(18))s Bsd 

Kalamazoo Center Tourn.—-Jsd G(18)sd Bsd G(15)sd 

G(13)sd 

Middle States Girls’ Grass Court Chps 

West Jersey Open Chps.--Msd 

Philadelphia & District Women's Grass Court Chps-Wsd 

Delaware Public Parks Chps. 

National Intercollegiate Chps-—Msd 

USLTA INTERSCHOLASTIC CHPS Bad 

Hotel del Coronado Invitation—-Msd Wsd Mxd MSsd M(35)sd 

Jsd GO18)s Bs G(15)s B(13)s G(13)s Mother Daughter, Mother 

Son, Father-Son, Father-Daughter and Husband and Wife 

Doubles 

Baltimore City Chp—Ms 

Tennessee Valley Invitation—Msd Wsd Jsd Ps 

Phila. Public Parks Chps—Msd Wsd Js Bs 

St. Louis District Chps—B (13) sd B(11)sd 

Omaha Center Tourn—Jsd G(18)sd Bsd G(15)sd 

Inland Empire Chps—-Msd Wsd Mxd Js G(18)s 

Southern Girls’ Chps—G(18)sd G(15)sd 

California State Junior Boys’ and cee Chps. 

G(15)sd B(13)s G(13)s B(11)s G(11)s 

Charlotte Invitation Doubles Tourn...Md MSd 

pormwasters Jr. Chps.—Jsd G(18)sd Bsd 
Wightman Cup Matches—sd 

Iiinois Jaycee Jr. Tourn—Jsd Bsd 

Wilmington Parks Open Jr. Chps—Jsd G(18)sd 

Eastern Clay Court Chps—Msd 

Detroit Public Parks Tourn—Msd Wsd Js 

Eastern Clay Court Chps—Wsd 

Middle States Clay Court Chps—Msd Ws: 

West Jersey Jr. Open Tourn—Jsd Gisyed Bs G(15)s 

Oregon State Chps—.lsd Wsd Mxd M(35)sd Jsd G(18)sd Bsd 

7(15)s 

Edgewood Jr. Tourn—Jsd G(18)sd Bsd G(15)sd 

North East Pa. Jr. Chps—Jsd G(18)sd Mxd 

Chicagoland Open Jr. Tourn—Jsd G(18)sd Bsd G(15)sd B(13)sd 

G(13)sd 

Ty Valley Chps—Msd Wsd Mxd Jsd G(18)sd Mxd Bsd 

G(15)sd 

Santa Barbara Tourn—Msd Wsd Mxd Jsd G(18)sd Mxd Bsd 

G(15)sd_ B(13)sd G(13)sd 

Pennsylvania State Clay_ Court 

Huntsville Open Chps.—Ms 


Oakland City Tourn, 


B(13)sd 


G(18)sd GC1S)ed G(13)s 


Jsd G(U8)sd Bsd 


3sd G(15)sd 


Chps.—Msd 


Mid-Summer Jr. 
G(13)sd 
Westwood Invitation Mixed Doubles Tourn 

North Carolina State Closed Jr. Chps—Jsd G(18)sd Mxd Bsd 
G(15)sd Mxd 

Eureka City Open Chps—Msd Ws Mxd 

Mississippi Valley Tourn—Msd Ws Mxd Js G(18)s Bs 

Denver City Chps—-Msd Wsd Mxd FSd Jsd G(18)sd Bsd 
G(15)sd B(13)s G(13)s 

Middle Atlantic Clay Court Chps—Msd Wsd Mxd 

San Mateo County Chps—Msd Wsd Mxd 

Pacific Northwest Closed Jr. Chns—Jsd G(18)sd Bsd 

Mississippi State Open Chps—Msd Wsd Mxd 

Mid Dixie Chps—Msd 

Pacific Northwest Chps—Msd Wsd Mxd M(35)sd 

Edgeworth Club Invitation Tourn—Md Mxd 

Pennsylvania State Jr. Chps—Jsd Bsd 

Hichigan State Closed Chps—Jsd G(18)sd Bsd G(15)sd B(13)sd 
(1 sd 

Long Beach Tourn—Msd Wsd Mxd sd G(18)sd Mxd Bsd 
Gcis)sd B(13)sd G(13)sd B(11)s G(11)s 

Spring Lake Invitation Tourn—Msd 

Eastern States Clay Court Chps—Ws d 

Lehigh Valley District Jr. Chps—Jsd G(18)sd BS G(15)s 
ae, * State Chps—Msd Wsd Mxd MSsd Jsd G(18)sd Bsd 
7(15)s 

Rochester Jr. Invitation Tourn—Jsd G(18)sd Bsd G(15)sd 
Hawkeye Tourn—Msd Wsd Mxd M(40)sd Jsd G(18)sd Bs G(15)s 
Me a Bay Open Tourn—Jsd G(18)sd Bsd G(15)sd B(13)sd 
¥(13)s 

Del. State Closed Clay Court Chps—Msd Wsd 

Men’s Senior Inter-Sectional Team Matches (Bruneau Cup) MSsd 
Delaware State Closed Clay Court Chos—Msd Wsd 

The Evening Sun Municipal Tourn—Msd Wsd Mxd 
Toledo City Closed Chps—Msd Wsd Mxd 

Chamber of Commerce Jr. Tourn—Jsd G(18)sd Bsd 
B(13)s G(13)s B(11)s G(i1)s 

Palo Alto Open Tourn—Msd Wsd Mxd M(35)sd 


Chps—Jsd G(18)sd Bsd G(15)sd B(13)sd 


G(15)s 


Minneapolis Aquatennial Toure hed Wsd Jsd G(18)sd 
Harrisburg Open Chps—-Msd Wsd Mxd 

nea State Chps—Bsd G(15)sd Mxd B(13)sd G(13)d 
South Carolina State Open Chp—Msd Wsd Js« 
Washington State Chps—Msd Wsd Mxd MSd M(35)sd Jsd 
G(18)sd Bsd G(15)s 

La Jolla Tourn—Msd Wsd Mxd MSsd M(35)sd FSd Husband- 
bf Re Jsd G(18)sd Mxd Bsd G(15)sd B(13)sd G(13)sd B(11)s 
1(11)s 

ULSTA CLAY COURT CHPS—-Msd Wsd Mxd 

Eastern States Clay Court Chps—-Msd MSsd 

Middle States Women’s Grass Court Chps—Wsd 

Midwest Tourn—Msd Wsd Mxd Jsd G(18)sd Mxd Bsd G(15)sd 
Kentucky State Open Jr. Chps—Jsd G(18)sd Bsd G(15)sd 
Eagles Mere Jr. Tourn—Jsd G(18)s Mxd 

Air Capital Tourn—Msd Wsd M(40)sd Jsd G(18)sd Bsd G(15)sd 
Ohio State Tourn—Msd Wsd 

Great Lakes Jr. Chps—Jsd G(18)s 

South Dakota Open Chps—Msd Ws Js G(18)s Bs G(15)s 
Eastern Pa. Open Chps—Msd Ws 

Delaware Hard Court Chps—Msd Wsd 

Kennedy Invitation Tourn—Msd Wsd Mxd 

Montgomery County Closed Clay Court Chps—Msd Ws 


Texa Lawn Tennis Assn 

s“quaw Valley T. ¢ Tahoe City, Calif 
bureau of Recreation, +: ae Md 
Kast Orange (N, J.) T. 
Redwood T. ( , Reds th” City, Calif 


Merritt T. C., Oakland, Calif 

Carnegie Institute of Technology, Vittshurgh, T's 
Burlington (lowa) 7 4 

Neighborhood Club, Grosse Pointe, Mich 


Kalamazoo (Mich.) T. ¢ 

Merion Cricket Club, Haverford, Pa 
Haddon Field Club, Haddo afield, ee 
(rermantown (Pa.) Cricket Club 

Rodney St. Courts, Wilmington, Del 
University of Washington, Seattle, Wash 
University of Virginia, Charlottesville, Va 
Hlotel del Coronado, Coronado, Calif 


Surbaban Club of B ae re County, Pikesville, Md 
Chattanooga (Tenn.) 

Woodford Courts, Phila., ‘Pa 

St. Louis (Mo.) Municipal T. A 

Omaha (Neb.) T. A. 

Spokane (Wash.) T C 

Chattanooga (Tenn) T. ( 

Berkeley (Calif.) T. C. 


Charlotte (N. C.) C. C. 
St. Paul (Minn.) T. C 
Irvington Club, Portland, Ore. 
Mattoon (111) T. C. 

Rodney St. Courts, Wilmington, Del. 
Oritani Field Club, Hackensack, N. J 
Dept. of Parks = Recreation, Detroit, 
Sayside (N. .: ¢ 

duPont C. C., “Wilmington, Del. 
Haddon Field Club, Haddonfield, N. J. 
Irvington Club, Portland, Ore. 


Edgewood (Pa.) C lub 
Scranton (Pa.) T. 
Beverly Hills T. C., ‘Chicago, Til 


Mich 


Oklahoma City (Okla. T. A. 
Santa Barbara (Calif.) T. C 


Gc: tf rE 4 Pa 
Huntsville (Ala.) T. C. 


Orlando (Fla.) T. C. 


Westwood C. C., St. Louis, Mo. 
Greensboro (N. C.) T. A. 
Eureka (Calif.) T. C. 

Clinton (lowa) T. A. 

Denver (Colo.) T. C. 


Edgemoor Club, Bethesda, Md. 
Peninsula T. A., Burlingame, 
Tacoma (Wash.) L. T. A. 
Jackson (Miss.) T. C. 

Park Hill T. C., spentenburs, _S 
Tacoma (Wash. ) L.. 

Sewickley (Pa.) Crab 

Cynwyd (Pa.) Club 

Kalamazoo (Mich.) T. C. 


Calif. 


Recreation Park T. C., Long Beach, Calif. 
Bath & T. C., aie Lake, N. J. 

Idle Hour T. Drexel Hill, Pa. 
Oakmont T. c “Allentown, Pa 

Winfield (Kansas) T. 2 


Rochester (Minn.) T. C. 
Des Moines (Iowa) T. A. 
Tampa (Fla.) Recreation Dept. 


Wilmington (Del.) C. C. 
Philadelphia, Pa. 

Wilmington (Del.) C. C. 

Bureau of Recreation, Baltimore, Md. 
Toledo (Ohio) T. C. 

San Leandro (Calif.) T. C. 


Palo Alto (Calif.) T. C. 


Nicollet Field T. C., Minneapolis, Minn. 
Harrisburg (Pa.) 

Narberth (Pa.) T. “sig 

Greenville (S. C.) C. C 

Seattle (Wash.) T. C. 


La Jolla (Calif.) T. C. 


River Forest (Tll.) T. C. 

Idle Hour T. C. Drexel Hill, Pa. 
Phila. (Pa.) Cricket Club 
Omaha (Neb.) T. A. 

Louisville (Ky.) Boat Club 
Eagles Mere (Pa.) A. A. 
Wichita (Kansas) T. A. Inc. 
a (Ohio) Zs Ge 

Erie (Pa. 

Sioux Falls (S D).T. Cc. 
Bethlehem (Pa.) T. C. 

Delaware L. T. A. 

St. Louis (Mo.) Municipal T. A. 
Norristown (Pa.) T. A. 





Weekends only 


19.23 W iimington Jr. Center 


Tourn 


Jsd G (18)sd Bsd GO15)sd 


Wilmington (Be) Cc. 


4 Dever cr 4c 


19-24 North Carolina State Open Tourn -Msd Ws Mxd Jsd Biltmore (N, 
19.25 Colorado State Open Tourn--Msd Wsd Mxd MSsd Jsd G(18)sd Denver (Colo. Cc, 
Mxd Bsd G(1S)sd Mxd 
19.25 Ventura Jr, Tourn--Jsd G(18)sd Mxd Bsd G(15)sd B(13)s Ventura (Calif.) T. C, 
GUid)s 
19.25 Yh State Grass Court Chps-—-Msd Merion Cricket Club, Haverford, Pa. 
19.25 Pa, and Eastern States Women’s Grass Court Chps-—-Wsd Mxd Merion Cricket Club, Haverford, Pa. 
20-25 Jayhawk Tourn—Msd Wsd Mxd MSsd Jsd GC18)sd Bsd GC15)sd Topeka (Kansas) T. C. 
21-24" Chatham Village Jr. Town——Jsd G(18)sd Mxd Bsd G(15)sd Pittsburgh (Pa.) T. A, 
23.25 Winter am Jr. Chps--Jsd G(18)sd Bsd G(15)sd BC(13)sd Winter fi: aven (Fla.) 7. Mere 
G13) s« 
23-25 Red River Valley Open-—-Msd Wsd Jsd G(18)sd Fargo (N. D.) T. 
24-25 Susquehanna Valley Chps-—-Msd Wsd Wilhamsport (Pa) oe Cc. 
24-August 1 Chicago District Open Chps—Msd Wsd Oak P. vark = River Forest, Ill. 
24-August 1 Allegheny County Hard Court Invitation Tourn Msd Wsd Mxd Carnegie SE of Technology, Pittsburgh, Pa. 
24-August 1 El Cerrito Open Tourn Ws El Cerrito (Calif.) T. C. 


Weekends only 
24-August 1 San Francisco City Chps 
G15)s B(13)s GC13)s 
25-August 1 Red Rose Chps 
Middle 
Phila. & District Mixed 
Angeles Jr. 


26-31 
26-31 
26-August 1 


Los 


Msd Ws Mxd M(35)s Jsd G(18)s Bs 


Msd Wsd 
26-31 Northern Ohio Open Chps 
States Father & Son Chp 

Doubles Chp 
Metropolitan 


Mxd 
Msd Wsd Mxd 


Tourn—Jsd G(18)sd Mxd RBsd 


G€U5)sd BC13)sd GO13)sd BCI1)s GQ1)s 


Scranton City Chps 
So. Carolina State 

Tennessee State Tourn 
Middle Atlantic 
USLTA JUNIOR & 
Sooner State Tourn 

Pacific Northwest Seniors’ 


26-August. 1 
26-August , | 
26-August* 1 
26-August 1 
26-August 1 
27-August 1 
29-31 
29-August 1 


30-August 1 South Dakota Closed Tourn 
31-August 8 Intermountain Chps—Msd 
G15)sd BO13)s G(13)s 


Jsd GCOI8)sd Mxd 
Closed Chps 
Msd Wsd Mssd Jsd G(18)s Bsd G(15)s 
Grass Court ¢ “hps 

BOYS CHPS—Jsd Bsc 
Msd Wsd MSsd Jsd GC18) sd Bsd 
Tourn 
Balboa Bay Club Invitation 


Msd Wsd Mxd Jsd 
Msd 


MSsd M( 35)sd 
Msd Wsd Mxd 
Msd Wsd Jsd G(18)sd 


Wsd Mxd FSd Jsd G(18)sd Bsd 


Park T. C., 


Lancaster (Pa.) T. C. 
Lakeside (Ohio) 
Merion Cricket Club, Haverford, Pa. 
Cynwyd (Pa.) Club 
Griffith Park T. C. 


Scranton (Pa.) & C. 
Forest Lake C. 
Knoxville Srenn) rT. 

Baltimore (Md.) C. C 
Kalamazoo ae) ) College T. 
Ada (Okla.) T 

Victoria (B. C) i : 

Balboa Bay Club, New 4 a Beach, 
Brookings (S. D:) 7 Re 

Denver (Colo.) T. C. 


Golden Gate 


San Francisco, Calif. 
Association T. 
, Los Angeles, Calif. 


— Ss. Cc. 


Calif. 











SAN REMO INTERNATIONAL 
TOURNAMENT 
San Remo, Italy, April 10 
eg 6 Round. Tony Vincent d. Lemasson (Fr.) 
. 6-1; Malcolm Fox d. Jean-Claude Molinari 
, 6-3, 6-0; Francis Nys d. Andrew Stern, 9- 
6-1: Donald Black (Rhod.) d. Wayne Van Voor: 


hees, 2-6, 6-2, 7-5; Vladimir Petrovic d. Lorne 
Main, ‘2- 6, 6-3, 6-0. 
Fourth Round. Ladislav eg d. Perreau 


Saussine, 6-1, 6-1; Barril (Sp.) d. Wayne Van 
Voorhees (U. S.), 6-2, 7-5; Fausto Gardini (It.) 
d. Lemyze (Fr.), 6-3, 6-3; Nicola Pietrangeli (It.) 
d. Gianni Cucelli (It.), 5-7, 6-2, 6-2; Pilet (Fr.) 
d. Philippe Washer (Belg.), 6-2, 6-4; Merlo (It.) d. 


Argon, 3-6, 6-1, 6-0; Enrique Morea (Arg.) d. 
Martin (Sp.), 6-2 2, 6-2; Jackie Brichant (Belg.) d. 
Jacobini (It.), 6-2, 6 4 Hammersley (Chile) 


d. Bergamo (it.), ; Gil de Kermadec ( Fr.) 
d. Donald Black (Rhod.), 7-5, 6-3; Tony Vincent d. 
Nys, 4-6, 6-4, a Marcello Del Bello (It.) d 
Sirola (It.), 6-4 

Fifth Round. 'Shonecki d. Petrovic, 4-6, 6-3, 6-4; 
Vincent d. Hammersley, 6-2, 6-2: Pietrangeli 4. 
Brichant, 8-6, 6-8, 8-6; Merlo d. Barril, 6-3, 6-2; 
Shea d. Arkinstall, 6-3, 8-6; Morea d. Fox, 6-4, 
6-2; Gardini d. Facchini, 7-5, 5-7, 3-0, def. 

Quarter-finals. Morea d. Shea, 7-5, 5-7, 6-2; Del 
Bello d. Vincent, 5-7, 7-5, 6-2; Gardini d. Skonecki 


8-6. 6-1; Merlo d. Pietrangeli, 6-0, 9-7 

Semi-finals. Gardini d. Del Bello, 6-2 2, 6-1; Morea 
d. Merlo, 6-2, 6-2, 6-2 

Finals. Gardini d. Morea, 6-1, 2-6, 6-3, 6-2. 


en’s Doubles 
Semi-finals. Morea-Shea d. Washer-Brichant, 6-3, 


10-8, 5-7, 6-4; Facchini-Pietrangeli d. Skonecki- 
Molinari, 2-6, 6-3, 6-4, 6-2. 

Finals. Facchini-Pietrangeli d. Morea-Shea, 7-9, 
7-5, 1-6, 7-5, 6-4. 


Women’s Singles 
Semi-finals. Sylvana Lazzarino (It.) d. Shirley 
Bloomer (Eng.). 7-5, 6-8, 6-3; Tota Zehden (Ger.) 
d. Joan Curry (Eng.), 6-4, 0-6, 6-0. 
Finals. Lazzarino d. Zehden, 6-4, 6-1. 
Mixed Doubles : 
Fina!s. Spiers-Hammersley d. Watson-Hermann, 
6-4, 1-6, 7-5. 


WESTERN INDOORS 
Chicago, Ill, April 4 
Men’s Sing'es 

Second Round. Stanley Drobac d. John Mantalos, 
6-1, 6-0; David Nelson d. Richard Bergland, 6-1, 
6-4; Charles Hare d. Sidney Gorham, 6-1, 6-3; 
Oscar Tohnson d. Eugene Quinn, 6-2, 6-0 Pvt. 
Grant Golden d. Orlando Cabanban, 6-0, 6-2; Erle 
Theimer d. Jack Krulan, 6-0. 6-0; Andy Paton d. 
Charles Schaaf, 6-0, 6-4; Olen Parks d. James 
Thomas, def. 
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Quarter-finals. Ye d. Drobac, 8-6, 6- Ieee 


son d. Hare, 6-1, 6-4; Golden d. Theimer, ; A. 6-2 
Paton d. Parks, 6-3, 6-3. 
Semi-finals. Johnson a. Nelson, 11-9, 6-1, 6-4; 


Golden d. Paton, 7-9, 12-10, 6- 4, gs 
Finals. Golden d. ico 6-2, 6-4, 6-3. 
Men’s Doubles 
Quarter-finals. Drobac-Paton d. 
ham, 8-6, 6-1; Nelson-Johnson d. Theimer-Schaaf, 
6-4, 15-13; Golden-Kiley d. Knox-Senn, 6-1, 6-1; 
Parks-Hare d. Quinn-Krieger, 6-3, 6-3. 
Semi-finals. Drobac-Paton d. Nelson- Johnson, 6-4, 


Cabanban-Gor- 


6-3, 8-6; Parks-Hare d. Golden-Kiley, 3-6, 8-6, 6-4, 
6-1. 
Finals. Drobac-Paton d. Parks-Hare, 7-5, 4-6, 


6-3, 4-6, 6-4, 
Women’s Singles 
Mrs. Dorothy Levine d. Jeannette 
Harriet Kirby d. Kay Boling, 7-5, 
6-0; Mary Louise Vash d. June Bryerton, 6-0, 6-0; 
Nancy O’Connell d. Mrs. Benita Senn, 6-1, 6-3. 

Semi-finals. Levine d. Kirby, 6-0, 6-0; Vash d. 
O'Connell, 4-6, 6-0, 6-0. 

inals. Levine d. Vash, 6-2, 6-0. 
Junior Boys’ Singles 

Quarter-finals. Richard Leslie d. Fedele age 
6-0, 6-0; Thomas Burke d. Stephen Duzonsky, 
6-3 ; David Nelson d. Paul Cohen, 6-0, 6-1; W ‘nian 


Quarter-finals, 
Witko, 6-0, 6-0; 





MIAMI BEACH OPTIMISTS 
Miami Beach, March 21 
Boys’ Singles 
Semi-finals. Demi Zachar d. Don Seeley, 6-0, 6-0; 
Roger Severson d. Art Roth, 6-1, 6-1. 
Finals. Severson d. Zachar, 6-4, 6-0. 


(L to r) John Adler, Rogers Severson, John Karabasz, Flamingo Park professional 
Rice, Demi Zachar, John Evans, Optimist chairman Doug Raff, Dan Roth and Te 
Holton. 


Michael DiGiovanni, 6-4, 6-1. 


Ferguson d. 
Burke, 6-1, 6-1; Nelson 


Semi-finals. Leslie d. 

Ferguson, 6-0, 6-0. 

Finals. Ne!son d. Leslie, 6-4, 6-1, 6-2. 
Boys’ Singles 

Quarter-finals. Marty Riessen d. Lindy Simon 

6-0, 6-0; Paul Poskozim d. Jonathan Laing, 6-2 


1-6, 6-4; Donald Thorne d. Michael Gordon, 14. 
6-4, 6-3; Thomas Carroll d. William Bowe, Jr. 
6-4, 6-1. 


Semi-finals. Reissen d. Poskozim, 6-1, 6-1; Thom 
d. Carroll, 6-3, 6-2 
Finals. Riessen d. Thorne, 6-0, 6-3. 
Junior Girls’ Singles 
Quarter-finals. Kay Boling d. Annette Roos, 
i-1; Bunny Bobrinskoy d. Susan Reynolds, 6-0, 
Nancy O’Connell d. Audrey Nasher, 6-2, 6-1. 


Semi-finals. Vash d. Boling, 6-4, 6-1; O'’Com 
d. Bobrinskoy, 4-6, 6-4, 7-5 
Fina’s. Vash d. O’Connell, 6-3, 6-4. 


Girls’ Singles 
Semi-finals. Judy Ellis d. L inda or ms tg 3, 6 
Nancy O’Connell d. Bonnie Ellis, 6-2, 6-3 
Finals. O’Connell d. Ellis. 6-4, 6-3. 
Girls’ 13 and Under Singles 
Semi-finals. Nancy Baker d. poty Ellis, 6-3, 6-1; 
Lynn Kernwein d. Bonnie Ellis, 6 -4. 


Finals. Baker d. Kernwein, 4-6, 7-5, 6-1. 


Boys’ Doubles 
Finals. Severson-Roth d. Zachar-Seeley, 6-2, 6-4. 
Boys’ 13 and Under Singles 
es Tom Holton d. John Evans, 64 
John Adler d. John Karabasz, 6-2, 6-1. 
* WBisials. Holton d. Evans, 6-4, 6-0. 
Boys’ 13 and Under Doubles 
Finals. Holton- Adler d. Evans-Karabasz, 6-2, 6+ 
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LEORTLAND 


A great name in tennis brings you 
3 outstanding rackets ... designed 
and used exclusively by World Pro- 
fessional Champions*. All 3 rackets 
are R-F (Radio-Frequency) Bonded. 










See them on display at your sport- 
ing goods deoler's or pro shop. 
Made in U.S.A. 


PRANK fOvace 


CHAMPIONSHIP 
RACKET 
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RACKET 
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*Cortland tennis rackets are also used 
by many top ranked amateur players. 


ae 64 CORTLAND CHAMPIONSHIP BALL 

, Officially adopted by U.S.L.T.A. and : 

P.L.T.A. and leading championship tourno- CORTLAND .RACKET DIVISION, Cortland Line Company, Inc., Cortland, N.Y. 
ments. Fresher, livelier, more uniform... 

Pressure-packed, 3 to a can. 








IT’S ALL A MATTER OF TASTE: 


“?M NO AD WRITER,” 
says JACK KRAMER 


America’s greatest tennis player 





First of all, [ want to put in a plug 
for tennis—professional tennis. 

It’s this: If you haven't seen the 
pros, you've got some great tennis 
coming to you. Sure, the amateurs 
are exciting. | watch them as much as 
anybody. But for real, aggressive, fast- 
moving tennis, give me the guys who 
earn their living at it. 

Pros always give you what I call 
the “big game” — pure tennis, all right, 
but with more attack, a little extra 
daring and more fire thrown in. 

Isu »pose if I were clever with words 
now, | could work tennis into the 
reason why I smoke Luckies. But I’m 
no ad writer. So here it is straight. 
First, I do smoke Luckies. It’s never 
been a secret. Second, I smoke them 
because I think they taste better. 

Like anything else where you get a 
choice—amateur or professional 
tennis, for example—it’s all a matter 
of taste. I just happen to like the way 
Luckies taste. 


And in case you haven't guessed, 
I play pro tennis, too. 


Ad for Lucky Strike 


Ad writer or not, we think Jack 
Kramer puts it well... when it comes 
to choosing a cigarette, it’s all a 
matter of taste. And Luckies taste 
better . . . for two specific reasons. 

The first and foremost is fine 
tobacco. Surely you know L.S./ M.F.T. 
—Lucky Strike means fine tobacco. 
The second is the fact that Luckies 
are made better—always round, firm 
and fully packed for smooth,. easy 
smoking. 

Smoking enjoyment is certainly all 
a matter of taste. And the fact of the 
matter is—Luckies taste better. So, 
Be Happy—Go Lucky. Remember, 
Luckies are made by The American 
Tobacco Company, America’s leading 
manufacturer of cigarettes. 

CIGARETTES 





COPR., THE AMERICAN TOBACCO COMPANY 


LUCKIES TASTE BETTER #2338: 








